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OUR LOCATION 
We are located about 18 miles from Boston on the Boston- 
Worcester ‘Turnpike, Route 9, at the Framingham-Natick 
line, opposite the new Shoppers’ World. 


We cordially invite you to inspect our nurseries at your 


convenience. 


PRICES 
The articles in the following list will be furnished at “the 


annexed prices only when the quantity specified, of ee 


given variety and size, is taken. 


Specimens personally selected by the purchaser or his rep- 


resentative (or specially selected by us at his request) will eg 
priced according to their individual values. 3 


The prices are for the stock F.O.B. our nurseries. 
The prices are effective January 5, 1952. 


TERMS 


Our terms are cash. Charge accounts, for 30 days credit, © 


may be opened upon receipt of satisfactory credit references — 


—allowing us time for investigation. All accounts unpaid 
after due date will be subject to sight draft without further 


notice. C.O.D. express shipments will be made (with collec- ‘3 


tion charges added to the bill) only when order is accom- 


panied by a deposit of at least 25 per cent of the amount of ate 


the bill. 
MEMBERS OF THE 
Massachusetts Nurserymen’s Association 
New England Nurserymen’s Association 
American Association of Nurserymen 
N. E. Gladiolus Society 
American Rose Society 


Our Of 4 Year 


This is our 6st year in the nursery business. The years 
have seen many changes, particularly the past few years. 
Our business has expanded from a retail and wholesale 
nursery to one covering the whole horticultural and garden 
industry. 

In 1948 we built Wyman's Garden Center, the largest 
and most complete garden supply store in New England. 
lt was our aim to make available to every home owner all 
types of garden plants and supplies, and at the same time 
give better service to our customers. 

Last year, we built two new additions to the Garden 
Center, a 44-foot curved eave greenhouse and a large 
warehouse. With these new facilities we can give you a 
larger selection of merchandise and better service. 

Our offices and Landscape Department are located in 
the Garden Center for better and more efficient opera- 
tion. 

To assure you of quality plants, we grow nearly all of 
them less than a mile from the Garden Center. The fields 
are located on Route 30, Cochituate Road in Framingham, 
where we have a 135-acre nursery. 

As we are devoting most of our nursery land in Fram- 
ingham to growing plants for retail sales, we have moved 
our wholesale nursery business to a new location. In 1950 
we established a 129-acre nursery twenty miles north of 
Cape Charles in Virginia. Here we will specialize in grow- 
ing Rhododendrons, Azaleas, Yews, Dogwoods, Magnolias 
and other choice plants. 

Our plans for the future provide for many additional 
facilities and improvements in the Garden Center and 
nurseries and they will be completed as rapidly as possible. 
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TYPES OF EVERGREENS 


‘To enable us to give accurate brief descriptions of Evergreens, 
we Classify them into six types shown above. 

A. Large, roughly conical, medium to coarse texture. 
Narrow conical to columnar, medium to fine texture. 
Broad conical, medium to fine texture. 
Globose, including elliptical and flattened globe. 
Spreading, bush-form, not prostrate. 
Flat, prostrate or procumbent. 


en eS CAD YS 


MAXIMUM HEIGHTS 


‘These vary under different conditions. ‘The figures given repre- 
sent an average—not the extremes. 


RATES OF GROWTH 


These also vary, but we give an approximate average rate per 
year, also the key letters used in the code. 
VR—very rapid—over 18 inches. 

R—rapid—12 to 18 inches. 

M—medium—8 to 12 inches. 

S—slow—4 to 8 inches. 
VS—very slow—under 4 inches. 


TRANSLATION OF DESCRIPTIVE CODE 


We condense the above information into code form as: B—18’ 
—M. Reference to the above explanation indicates that the tree 
described is a narrow cone or column, a usual maximum height of 
eighteen feet, growing from eight to twelve inches a year. 
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EVERGREEN TREES 


Our Evergreens have the quality necessary to provide excellent 
IMMEDIATE EFFECT — and heavy root masses to promote TRANS- 
PLANTING SUCCESS. 


We dig our Evergreens with a ball of the earth in which they are 
grown, and wrap them in burlap WITHOUT additional charge. 


1to9 10and over 


ABIES—Fir Each Each 
ABIES concolor White Fir 
A—80’—R. Soft flat needles, 1144”—21%4”, green to silver. 
TC se sed crete Boe ts. dds. caccheaeotdes ih 9.75 
fraseri Fraser Fir 
A—40’—M. Stubby needles, 4”7—34”. 
Me RE eng cess Sesecoccias, 6.50 
= OO A sae a a ogo 8.00 
veitchi Veitch Fir 


A—80’—R. Needles 4”—1”, lustrous dark green above, sil- 
very beneath. Succeeds in difficult soils and exposures, 


"LCT 68S nl Aa a 6.50 

21092 8 5 eae 8.00 

eR Me er Ae ean eck. eice: 11.00 
CHAMAECYPARIS obtusa gracilis Hinoki Cypress 


C—8’—S. Graceful Japanese Cypress, broad oval form with 
bright green foliage. 


J aT Sy dh 6.00 
pisifera Sawara Retinospora 
C—35’—M. Light green foliage, lacy texture, graceful, 
POE NN | IE ee ae ee 3.95 3.75 
aOR en anes en A ke 5.25 5.00 
“upd SG SS, WRU “ape eyed dy ll ae 6.75 6.50 
p. filifera Thread Retinospora 
C—15’—S. Foliage long, slender, drooping, thread-like. 
MC CAT TINE ach ce hte bk cvedinekinee ed: chee 3.95 3.175 
ALOR Yo ECR ee & Re ee ah ee 4.95 4.75 
OMELET MMR cl 2, fol Bl dd a abe pundsnce neste 6.95 
p- plumosa Plume Retinospora 
C—20’—S. Soft, feathery foliage. 
[isg> Et Napa bh aie ec a ei 2.95 ya he 
Le ag ACS i 2 oh A ae cn 3.50 3.25 
BLO CUTE see IU ME Meee AE dio tccsatees 4.95 
AEE SES 1 2 SRUBES I Dar Dee et en 6.50 
p. plumosa aurea Golden Plume Retinospora 
C—20’—S. Golden form of preceding, valuable for color 
accent, / 
COULGp US CN: tea Si aan Os oy orp ae ee ae 2.95 2.75 
PS INGO! Bis |S 7 ga oll ea een ee 3.50 3.25 
Poa BT a Ee ee 4.95 
edly EUR gy). Se a re 6.50 
1 ooce csinbnisondbsinbvavins 8.00 
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JUNIPERUS—Juniper Each Each 


JUNIPERUS chin. pfitzeriana Pfitzer Juniper 


E—12’ spread, S to M. Foliage both scale and needle types, 
medium green, slightly gray. Graceful, rugged. 


J5utoelShinsispread Ag, by. Det & See” ee 4.50 eet 
18 ‘tog24ein spreads PUDEL IN Sateen 6.25 6.00 
1O 2 Yo tt SpleAd ye. (eis. ee eee ee 8.00 
ee tOra TUR SPLCQ Ci orr. ee ee eee 10.00 
com. hibernica Trish Juniper 


B—12’—S. Usually columnar, sometimes slightly conical; 
compact, smooth, strict. Rich gray-green needle type 
foliage. Excellent for formal plantings. 


USTLO: QA TINY, Weenies ati ciaiet ce asd0 
PALO BIEL emer cok ek OS, ae ee 3.75 
excelsa stricta Greek Juniper 


C—10’—S. Dense, compact. Foliage sharp, needle type, 
bluish steel gray-green, 


15 to) 18101, wise: Siete dene 41 chagrin ace eeeee 3.95 eae 
13024 ities ©... Satna ee 4.95 
210 2. Die occa ain 5 a 5.95 

hor. depressa plumosa Andorra Juniper 


F—8’—S, Medium green short needle to slightly expanded 
scale foliage. Purple-red in winter, 


LD tos) Bins ew, ee al ae ee 45 4.00 
AS 10 2% 10s cose cahighsca ot eee een ee 5.50 
aD Fee ie ae RS Eaten me Ir eR Conk 7.00 
japonica Japanese Juniper 
E—6’ spr. VS. Foliage scale type, rich medium green. 
[5 tO LS An. meee et, Ae, eee eee 4.50 
13 \tp 22211 tad Pe tee tee ee Dud 
AitO Sit l/o 55 Ca eet oh kia ic ee rs 7.00 
sabina Savin Juniper 


E to F—5S’ spr. VS. Gray-green foliage of scale type, en- 
riched, by slight bronze. Useful for rock gardens and banks, 


155toalS Inspréad 44 ae ee ee 4.25 4.00 
18.*to2245111. spreads gs) oe ee 5.50 
2 to 21% ft. spread 


sab. tamariscifolia Tamarix Savin 


E to F—5’ spr. VS. Gray-green foliage of scale type. 
15 to 18 in. spread 4.00 


virginiana Redcedar 


B--40’—-M to S. Foliage both types, scale type predominat- 
ing in older trees. Rich green. 


PILG HS tk tele bet shi Ga) ae hee ee ee 4.50 
Beto 4 ft 28 th A 6.00 
4500 Dt) See 8 ae ok Ben eee 7.50 
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PICEA—Spruce Each Each . 


PICEA canadensis White Spruce 
A—60’—R. Light green to slight silver green. 
Brey LED OO 5 ke cha viea este iapscua nt evieweasciont man 
2 to 3 ft: COC eee eu cena eer ee ese o sew eee ee seeerenesedeeveseserssrenese 5.25 
ROR fl rene E NNT t si eleke: Bi Meexivs cies 7.50 
ORG SCG 10.00 
excelsa Norway Spruce 


A—90’/—R to VR. The most rapid-growing Spruce. Needles 
yr—1”", dark. Handsome. 


iste GUS eG 8 Sn Pp se a Re PER ou 
eg aN 4 WS vist Re cece eee 4.15 
Gy, CET? a Sia 7.00 
fe SOL LUA 9 oe le aa i et eae 9.50 
SWART LI een nee ee el 14.00 
exc. remonti Remont Spruce 


A—20’—S. Dense broad dwarf cones, Very dark. An ex- 
cellent tree of positive character. 


ICE St 2 aia coe Me On 8.50 
PCE Yo POMEL Joc es sss ecigaes-dsecagpanterter tin 12.00 
= TG GS tice op GERM eR 24.00 
RRL rt tela ci ett Vay aie lt avis Raa 30.00 
glauca conica Dwarf Alberta Spruce 


C—6’—VS. New, rare, true dwarf, symmetrical, dense, fine- 
textured, hardy, exceedingly beautiful, Popular. 


|e CA NA oo ee Se 5.50 
Ue Lhe I A i sin Jared ah Re en 2 7.50 
TRAE EL) eae 8 aus ees ata dyes 9.00 
omorika Serbian Spruce 


C—80’—M. Perhaps the choicest large Spruce. Often very 
compact when small; later fairly compact with graceful 
sweep of branches. Needles 54” medium green above, sil- 
very under, 


pungens glauca Blue Colorado Spruce 


A—80/—M to R. The well-known blue spruce noted for its 
symmetrical shape. Needles 74”, stiff, pointed, medium sil- 


very blue, 
BPE REE iy gte sv ccariicwoss eos sistiueatntes 5.95 
OS RN NN a Serie vatnien das wnniedaatstictivs 7.50 
“LOAD |e. Se aaa ESE Eso aaa epee ee 12.00 
PINUS—Pine 
PINUS montana mughus Mugho Pine 


D—8’—S. Dense, rich green, wonderful winter color, Suc- 
ceeds in all except wet soils. One of the finest dwarf ever- 
greens, Neat, compact, hardy, full of character. The only 
Pine suitable for Foundation Plantings. 


Va feo ¥ Mig 1, 5) 9) Coy se opel, 
USTs UE bcp of 5 5s A re ree 5.50 
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PINUS—cont’d Each Each 
resinosa Red or Norway Pine 
A—70’—VR. Tall, pyramidal, loose, can be made dense by 
pruning. Needles 6”—10”, dark. 
2 to Bult Pe eho 4.95 4.75 
SitOlA cht.) Be Ree ek is Oey ee ee 6.50 6.00 
ACO 7D WE. Ae te 2 ee 9.50 
Bit. O US eR aed, ose eee 13.50 
strobus White Pine 
A—100’—VR. Needles very slender, 4’—5”, rich dark green. 
overlaid with silvery blue bloom. 
PAE Egg 1 Eins TO DE ARR GE 2 3.95 3.75 
BtOyl Tt Me eee ee 5.50 5.00 
AitO (5 TUT ei deo on eee 7.00 
Brto.G ft. eee ee 9.50 
O40 Fall: abe). 14 otc eee 15.00 
7 AOR TC. 5 Ae ns es ee eee 22.50 
PSEUDOTSUGA douglasi Douglas Fir 


A—70'—R. Dark green to gray-blue, soft. Develops huge 


column habit as it matures. Very beautiful. 


SOO TE cc Se eae ee ee 5.95 
CO ECS ee ae shen Oe 7.50 
S5tOr5t it. Se ooo eo ee 10.00 
5i16 0 Tt. eat. 513, 2.0 eee eneraan meee 14.00 
TAXUS—Yew 


TAXUS cuspidata (spreading form) Spreading Japanese Yew 


E—8’ spr.—S. Naturally somewhat open and irregular, but 
can be sheared into compact, globose torm. Beautiful either 


way. Full of character. Dark, rich. 


12 :to.1) in. spread ee ee ee 3.95 3.50 
[D 10°45 an spread aaa © ie eee ee 4,95 4.50 
18 to 24:10 (spread pela ee 6.50 6.00 
2) ie Ue Sie SDIedc ein dt eee 8.50 8.00 
21> 20D TLSPICAC anor eat ree 14.00 
Oy AONSU/S: IER SDTER arses ck Nan toe eee 18.00 
DU ttO + SU SiTe ad 2. sarod eee ae 25.00 
4. 80 2Li6 ffs SPTCaC G0 sp cae ea eee 30.00 
Te MO MO MED. WSPECAU, 0 See, oc. 45.00 
5 ta: 0 Ul spread dace core tae eee ee 60.00 
6 tots ddrispready suet te. at ae 80.00 
ViLO COAG SPIGA. aia ee 125.00 
810.9. 8 SpreaG eres eee ee 175.00 
cusp. capitata Erect Japanese Yew 
3-25’ to 40’—S. Erect form, definite leader. Fine. 
Ls tO3L8 2 Meee. ncaa ee 5.85 
18 'to:24 Ant weuchon kite cee 7.50 
UO SS Vo Ed Rate inte tiene nee 9.50 
OMe! 6003 Lt. oe kciemnc cree a ate oe. 12.50 
Mee YG Tt ok od eae ee ee 18.00 
LATOR Ag: 7 2d mnlenn cate tna eRe nr 22.50 
COE Vo) BGs, alan Urn aie i eee 30.00 
41/50 Teen tae See 40.00 
Sito Gitte... ccc smedatet Gro es eee em 50.00 
GtOe7 Oy. iseh eek ee 60.00 
TSCOSB Et: BOO Res cc ce Oey ee 80.00 
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TAXUS—cont’d Each Each 
cusp. nana Dwarf Japanese Yew 
E—6’—VVS. Very dwarf, habit irregular. Strong heavy 
- needles, very dark, almost blue-green. 
eae LATTE PICA gn cop 2ecsivcidiewentesnest 4.95 2.19 
Bm LB AN SPTOAG 5.6. coccccssotisvedececvranvceteoet 6.00 5.75 
meee eins SOTCAC or 624508 oA Scailndcssiesens 8.50 
NIP A UIVEIRDYGAN ll vas AL 10.00 
ee eA La STOR oe is. SF's co auesssbeles 15.00 
Been Oa EN SDICAG A. dey tei bak otitis 20.00 
Meee LEAS DTCAC crs oe och S Riicdidtceetes idle 27.50 
Be FER SPL CA a ciencpcisanng nerves st 35.00 
Ne la Sa weaves conanccra antes 50.00 
Pans RR ee ec sniesednosdnonbantiannie 175.00 
media erecta Erect Hybrid Yew 
B—15’—S. An extremely fine Yew which fills its tops com- 
pletely; dark, rich green. 
CE LAL gcd ce werd dar ceicslbislvsvesidiandicvers 3.50 3.25 
BEES RIT seiSeSeicctispodomsstincaaastes 4.95 4.50 
BR ass E ROE ee recid ido uackeydnianvcacindvavlend cove 7.00 6.50 
aL EAS (ES Se eee ie ee 9.00 8.50 
So 2k, 2) IFES ee at eee re eR 11.50 11.00 
4) TP ON Ne Si Cy ee ne 14:75 14.00 
sae I. i 20.00 
| a ne 25.00 
2S LOR GIL, 2 NIE aac eee oe oe 35.00 
SL RES Do || 5 ee 45.00 
SET (UNE Eat eee ee a 60.00 
CR RN Figen is dhdpeaultandnccdeShaanees 90.00 
CAN CORE SS rae ak ee ee 125.00 
med. hatfieldi Hatfield Yew 
B—15’—S. Rich black-green; darkest of all Yews. Espe- 
cially compact. The best Yew for hedges 2 to 6 ft. tall. 
PCCM PATI EE Bs Hoven dosievoenteontecdndessecvecesaes 3.95 3.75 
MLC BLK eR aes oop ob vas ws havnt 5.50 5.25 
UST Rey ot calle ae a 7.50 7.25 
REEL ee fe fea Vaiss esraceenaesses 9:95 9.50 
i ER, (tan ene nnn 14.00 13.50 
ST ga IN gees fuik dankidSeninsibdoutisszeanount 18.00 
Bt So crrctticciy sec istassiens “25.00 
i 2 ee 32.00 
med. hicksi Hicks Yew 
B—15’—S, A columnar form with upright branches and 
green foliage. May be used as accent plant or specimen. 
2 PANES SO ON eee ee 8.50 


ON cde csntinnyonrvnsncvesied 10.00 
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TAXUS—cont’d Each Each 


med. nanagrand Dwarf Hybrid Yew 


E—18’—S. Practically identical to T. cusp. nana, but grows 
larger and faster. 


128,15 i espread 6 n.))  e 4.85 4:25 
[b:to 18. Ine spread, «.,.casen cee 5.95 5.25 
18° to-24 “intspread _...2).. saa ee 8.00 
ato 21, fthspread. 4: ee 12.00 


media (spreading strains) 


Spreading Hybrid Yew 


K;—8’—S. Somewhat similar to T. cuspidata, but heavier, 
denser-bodied, with well-filled centers. Far superior. 


12"to.15 inkspread susan ee eee 4.75 4.50 
lbto 18 inspread 60 oa eee ee 5.75 5.50 
1Btio, 24 driespread ahha. eee 6.95 6.75 
25020, TCAs bread. tics ema eee 9.50 
2/0 5 ft) SpTead a4 sah ee 14.50 
B10 S16 LOTS DTCAU ol onnc pens eee eee 20.00 
31,'to 41 spread. =. A ee 30.00 
AOA, Tiarspreads (o.7...2..cn en eee 40.00 
415 tow ft. SDTeAd i eel ic oe ea eee 60.00 
§ to G.fG spread, (2050.0 <hicscasseeee 80.00 
GG.) Tt spread |G cchn eee a 100.00 
Velo 3 ft. Spread. i- |... ee 140.00 
Seta Ot SRreAd! oo <5.) eee 200.00 
med. wymani Wyman Yew 


D—12’—S. Develops into round, bold bush as tall as broad, 
with centers entirely filled. 


12 to’ 15 ine. ke eee eee 4.75 
15°60 16 Tee gts Sa er 5.95 
1S to 22 in, see ee 7.50 
% (O25 LURE ss Mics. tes, eae 10.00 
Zs tO (Dita aes. peaches. to pee ae 15.00 


Magnificent large specimens, 8 to 12 ft., priced on request. 


‘THUJA occidentalis 


Cobo 


Occ, 


St RR Oo NO 


THU JA—Arborvitae 


American Arborvitae 


B—40’—S to M._ The old, familiar, so-called “White Cedar’. 
Valuable for hedges; in large sizes for specimens; in small 
sizes in foundation plantings. 


to ft. The. Pe 4.00 3.75 
(0.4 TES Res a 6) beh re 6.00 5.75 
(05 ft We nn 8.00 7.50 
columnaris Columnar Arborvitae 


B—40’—M'. This new variety has the soft texture of T. oc- 
cidentals. For this reason, and on account of its dense, 
columnar habit, it is one of the most desirable tall- growing 
narrow evergreens. 


tO%S ‘Lhe nas ctnlstaletuger.. iy dena aa 4.95 4.50 
to AMES 2 6.75 6.25 
COPD EL., O08 a. acucyyited ieee en 9.00 8.50 
to 6 ft 12.00 11.00 


ee eee ee ee re ee iy 
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THUJA—cont’d Each Each 


occ, douglasi pyramidalis Douglas Pyramid Arborvitae 


B—15’—S. Spire-like habit; somewhat open when small, 
but decidedly dense as size increases. 


MERIT EME cs hess ties lan odesiaviahe sno as 8.00 
NAO Ie Ao Oe 8 ee ace erect 9.50 
Ee MaMa es och sasncelenas ain hvcomasgernscdeoteetonss 12.00 
occ. globosa Globe Arborvitae 
(See Thuja occ. Woodwardi) 
occ. pyramidalis American Pyramidal Arborvitae 


B—20’—S. Improvement on T. occ. More columnar, dense, 
compact. Darker color well maintained in winter. 


2 TES le el oe 4.85 4.50 
Be Be is Ang onesie ceo ensdeahewbe nse 6.75 6.25 
RE Oe ete eB ord tp li Sivvarvbavnees 9.00 8.50 
Be CT a aces apd ianis eco mnneecnivovenn’s 12.00 11.50 
RPE EC Pe 202 oc easicc tec sae ssinni ea io Scndvcisinnasie’ 16.00 
RMS ROM cro yc nscni chee suarhc taut e-vivenvivicsenin 22.00 

occ. Rosenthali Rosenthal Arborvitae 

D—12’—S. Deep green, dense columnar habit. 

7-17 1 od 3 ate UR i ie a RRO ee 4.95 4.50 
2 DE, G0 ee a ee ae 6.75 6.25 
2 The" Ge A Benois sats 00 55 Lr ieee er ee ae 9.00 

occ. wareana Ware (or Siberian) Arborvitae 


C—12’—S. Tough; exceptionally hardy. Dense, full. Dark; 
suggestion of dark steel-blue. Full of character. 


eM GOAT oy oe Sd sae doup Sayan in Seed deco 3.85 3.50 
re (a CAVE 4 ake yee ne rte Pe 4.95 4.50 
LO ee oo kts pos enlace angen ae 6.75 
co On SR 2 ERR On aeRO. rere Ny 8.50 
PRR E ty c chans ns cnc as a ddionstadn tots 12.00 
occ. wareana nana Dwarf Ware Arborvitae 


E—6'—S. Slightly conical hassock, very dense. Fronds 
very small, very dark, 


Vem GL ed SELES RVC A oi) cuiaes anpanvicevces ensoavs 3.95 
Pe LAE SPT CA i sfc patarivainesnscacuitinn 6.50 
MERE Ate BOLEAC cess ars ioleselotipnadeon ees 8.00 
occ. woodwardi Ball Arborvitae 
D—5’—S. Dense, fine textured. Abosolutely the best globe. 
LECT Ah 8 OS, SO ek 3.25 2.95 
| pnt Od 8e58 49 Ee: ca ade 3.95 3.75 
CEOS IT fn en ne 4.95 4.50 
GR te el ON cs wnsigna de aparividcncsdnvncoacly 6.50 
TSUGA—Hemlock 
TSUGA canadensis Canada Hemlock 


A to C—70’—M to R. The best Hemlock. Native to north- 
ern United States, Canada. Foliage rich dark green, lacy. 
Graceful. Often pronounced the finest Evergreen of North 
America. The Hemlock, when unpruned, grows into a large 
specimen of exceptional beauty. Pruned, it may be used in 
plantings of Dwarf Evergreens, 
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Each 


- Each 


LB MOTOS IN ee os che 3.85 3.50 
2 L042), lat toni. en eves eee ee 5.50 5.00 
AYe LO GE Teicha see ee 6.95 6.50 
3? LOA TCs See Ce kro Gabe ctnaa ae 8.95 8.00 
Se icc Re eT 12.95 Bes. 
ARCs Th Wr | oe a Pee Me eS 17.00 16.00 
CULO RTL NR es. crictnodvini ne eee eae 24.00 
diversifolia Japanese Hemlock 


C—10’—S. Medium green, tinged gray, needles short. 


PAVE Ce eo De i eRe Ne eee UMC emerere te e > 7.50 
SB tO AvEt in nokpersieula: dean lei cneen Hace: eee 12.00 
Bat. Ll pa Mise taies... sia a tiataca  eee eae 18.00 
microphylla Compact Canadian Hemlock 


C—20’—S._ A slower growing, more compact form of Cana- 
dian Hemlock with darker green foliage. 


1B to 20 ine ee 4.95 4.50 
P toRiA tt a 6.95 6.50 
D1 Got Bul amentle, kocsis cols eee 8.50 8.00 
DO tA EE, 5 oy ots bese a oan ee 11.00 
Hato Rel. Neutekts cet tesa eh oe 14.00 
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TYPES OF EVERGREEN SHRUBS 


Branching habit, leaves large. 

_ Multiple stems, leaves medium. . ‘pe 
Multiple stems, slightly branching, leaves usually small, 
sometimes minute, even scale-like. 

Viny, creeping, climbing or sprawling habit, leaves small to 
medium. 
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1to9 10 and over 
RATES OF GROWTH Each Each 


VR—very rapid—over 8 inches. S—slow-——2 to 4 inches. — 
R—rapid—6 to 8 inches. VS—very slow—under 2 inches. 
M—medium—4 to 6 inches. 


DAPHNE cneorum Rose Daphne 


C to B—1&8”—S. Leaves narrow, 34”. Rose-colored, deli- 
cately fragrant flowers, produced freely in May, June and 
occasionally during the summer. 


(10) ATA 2 8 ane ee E95 1.75 
SY USA TO 1 rd oe ae cece eee 2.50 2.25 
EUONYMUS radicans Wintercreeper 
C to D—M. Viny branches. Leaves 34”, oval, dark, dull. 
ve Nip neha 8 C9 Sta 98) On ps et ao 1.00 85 
Pee sem ALC ETO Ge a. ccsterinadecsyssatiowsdeissises 1.50 P25 
eM ETO ooo codes rdavesclasviecinn nitoreee 2.00 
rad. carrieri Glossy Wintercreeper 
€ to B—R. Glossy oval leaves, 134”. Strongest climbing 
Euonymus. Unsupported, makes fine rounding bush, 
2 NW ME 900 0) 1 1.00 85 
Base eT CRUE rec ch A vaverentaeabontriconnls 1.50 129 
oo GANT DLO oN 0) 50 2.00 
rad. colorata Bronze Wintercreeper 
C to B—R. Leaves 1%”, oval, red under. 
PME SPESAT ET OOC I 0 ois seoscthear ine segidguantt 1.00 Ao 
Ee SAL EMT OOS res vaaninis seat vansine tages 1.50 
rad. kewensis Baby Wintercreeper 
C to D—S. Leaves 4%”. Branches very slender. 
Bes ese TOO Ue ake ea cr oscucesnede thoy -alngeupaies Gos: 2.00 
rad. minimus Baby Wintercreeper 
DVS. Leaves %”. Climbs well on walls. 
ASE Wot C10 haa oe eee ee 2.00 
rad. vegetus Bigleaf Wintercreeper 
B to D—M. Leaves round, 1”. Fruit 4”, orange-scarlet. 
PREG AECL OO UI 655 oct Soe risesdaatensaa te tetens tote 1.00 85 
RV ESOS AT CREOUOE Pore tosneicuanineaieavaartt eyes. 1.50 E25 
Ty AURE SEs: 1C0) 0) a Ne ae 2.00 1.75 
ILEX crenata convexa Boxleaf Japanese Holly 
B—M. Spreading shrub habit. Leaves %”, glossy. 
(7) aE RS ak Ds a Oe 1.95 1.75 
Lh FOSS DEA le, © 92 5 Dee le era 3.25 3.00 
PMN P ROUTE IV SCLIN isc disd pian tibascieysaovhannccvdied 4.50 4.25 
SSW CSU RSET HEL. 82 4 5 6.50 
glabra Inkberry 
B—M. Leaves 1” to 1%”, glossy. Glossy black berries. 
15 to 18 in. B&B 4.00 


18 to 24 in. B&B 5.00 
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ILEX—cont’d Each Each 
latifolia Lusterleaf Holly 
B—M. 
15 to lSsine BEB 2 oe eee 5.50 
1S*to-24 (in) BRB tet. ee eee (7.50 
KALMIA latifolia Mountain Laurel 


A-—8’—M to R. Leaves 3”—4”, dark, glossy. Large, round- 
ing clusters of small white and pink flowers. June. Our 
Kalmias are nursery grown from northern seed, and by 
virtue of their exceptionally heavy root systems, give far 
better results than collected stock. 


IO MOMS ANB anos cae 4.715 4.50 

ES 300 REG oo ee ege ee 6.00 5.75 

PALO oS DEB ue ea eee 8.00 7.75 

216 too fb, B&B. ete tev an a ee 11.00 

D0 4/81.) B&Bi gies agen en cen kee 16.00 
LEUCOTHOE catesbaei Drooping Leucothoe 


B—4’—R. Graceful, drooping branches: Leaves 3”—5”, 
narrow, pointed, dark glossy; beautiful purple-red in win- 
ter. Flowers small white, bell-shaped, May. 


15 to 18 in B&B es, 235. eee 5.00 4.15 

18/10: 24 ORB SB Go ae ee 6.00 5,75 

2500 3: Et. BRC B oie cea ene 7.50 
PACHYSANDRA terminalis Japanese Spurge 


C—10”—S. Erect plant developing into a mat 8”—10” high. 
Small white flowers. Plant at least four for each sq. foot. 


Froms3.1n pots cavy., 9c ae 45 35 


PIERIS floribunda Mountain Andromeda 
B—3’. Low, dense, compact. Dark oval leaves, 144”. White 
flowers, April, like Lily of the Valley. 

12 to 15 in. spread B&B 4.50 


1S} tov lS sae spread Bab fo occ: dout eee 5.50 
18 to 24:in spread: BEB. 2. oie hee 6.75 
japonica Japanese Andromeda 
B—8’—S. Medium green, Glossy foliage, white bell flowers. 
15 ‘toyl8 inispread* B&Bs te Ae eee oS 4:75 
lSito 2eamespread BSB oc. icc.n ee 6.95 6.50 
26 2e itespread BEB x. ees 9.00 
214105 tCispread B&:Bo oo eee 12.00 
RHODODENDRON carolinianum Carolina Rhododendron 


A—6’—M to R. Leaves 2”—3”, bronze- Mee Pink flowers, 
profuse, late May, clusters 3”—4”. Tough and rugged 
under almost all conditions. 


121015 in BSB eee 2 ee 4.35 4.15 
1D to (16d BSB ok oe 5.95 5.75 
18 10°24 4nS BeBe ee ee 7.00 6.75 
2 tO: 216 1 BRB ko eet 9.00 
car. alba White Carolina Rhododendron 
A—6’—M to R. White variety of preceding. 
1b to [San abot ee 6.50 
18 to 24 BEB eee 8.00 


EVERGREEN SHRUBS 13 


lto9 10and over 
RHODODENDRON—cont’d Each Each 


catawbiense Catawba Rhododendron 
A—6’—M to R. Leaves 4”—6”, revolute. Lavender-pink 
flowers, clusters 5’—7”, profuse, late May, June. 


re 10 2). | eae ee Seem 5.50 5.25 
Roos pag EN ig 2 ee 6.95 6.50 
CASS! VATS EUSA 02 A RE EES ee 8.95 
4” fue SNRs 1 ae eee NY Dee ee oe 11.50 
5 PWNS CMON | Ese + | Sera aoe 15.00 
oO ia EE a ha 09S ele na oe 20.00 


Seed-Grown Hybrids 


A—8’—M. Mixed colors—As they run—not selected—Reds, 
Pinks, Orchids, Lavenders, Pale Blush Tints. 


iOS oo 1 ies aee 5.75 5.50 
JE URS cig ah 16 a 25, 5 nn i 7.50 fpr 
AVA 1) re, ae re 9.50 9.00 
EO FETE NCES ye fia os acun leo hesssssabus wardens 12.50 
RUC LE SOOT Gop ke ssds cs doeacn derdavotsnnveets 16.00 
GeO NER. A ISSCTS, oh Ct, as sahexeide 22.50 

maximum Rosebay Rhododendron 


A—10’—M to R. Flat leaves, 5”—10”. White and blush- 
pink flowers in clusters, 4”, June. 


(1G ye OAS 8» Sn ee 5.00 
2 Pa ON 04 3 eee el a ae onenee Wes 6.95 
2A og fe" 8 gl 5.) 0 een ee ee ere 8.95 
De cOmo Verret Dilys 2. ee.) heme te cya, 12.00 
NE NS a ACS ee er 18.00 
AO R83 Le I») 22.50 
Smirnowi Smirnow Rhododendron 


Light rose-pink flowers. Chamois-colored felt on stems and 
underside of leaveg, 


7a LSS I GD. Soe ee ee 5.00 
LER a Se gd 55.9 5 SE 6.50 
LL eta Se TG 4 6 ees ee ae ae 8.00 
wilsoni Wilson Rhododendron 


B—3’—S. Low dense rounding. Flowers small, deep rose, 
late June, early July. 


Poet Lit eeECAC ice: pp Pe ithe! 8 cuasl 4.85 

Pretty 1s Wt SDLeAd Be nicscascs 6.50 

PTO as Atl STCAG Boch rice. 8.00 

Peo Lorit, spies, Bibeln anil diwedtes 10.50 
Hybrid Rhododendrons ; 
‘  A—8’ to 10’—M to R. 

JUG iS eal oh. 2 i ae ee 8.95 

LS tons: ine BecRer sah. 20 atic bee ae 11.00 

AI ae ae ee OSC ecached ec iagsvszsingigstages en 14.00 

CONE TA reg 1d Ell a eh a 20.00 


Caractacus—dark crimson red. 

Catawbiense grandiflorum—beautiful light purple. 
Everestianum—lilac rose, frilled edge. 

Gomer Waterer—large white. 

Lord Robert—deep crimson red. 

Mme. Masson—white. 


VINCA minor Common Periwinkle 
D—VR. Glossy dark leaves. Blue flowers, Plant one every 
square foot. Grows into a solid mat. 
2 yrs., pot grown and field grown ne 30 
Bowles variety 
Cranes Os OWING) 5, ceanT IA Os HUA. LRT AD 40 
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TYPES OF DECIDUOUS TREES 4 


Narrow columnar habit, branches erect. 
Oval or elliptic head, branches ascending. 
Conical head, branches ascending. 

Broad rounding head, branches spreading. 


FOO > 


Irregular habit, branches irregularly ascending or spread- 
ing. 
F. Branches ascending, arching, even drooping near ends. 


Certain types such as B, C and D do not always show the char- 
acteristics depicted when young, but do so as they mature. 


RATES OF GROWTH 


VR—very rapid—over 4 feet. 
R—rapid—3 to 4 feet. | 
M—medium—2 to 3 feet. | 

S—slow—l to 2 feet. 
VS—very slow—under 1 foot. 
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Each Each 
DECIDUOUS SHADE 


AND ORNAMENTAL TREES 


Caliper measurements are taken 12 inches above ground. Varieties 
marked “B&B” are always dug with Ball and Burlapped at No 
Additional Cost. For balling and burlapping charge on items not 
marked “B&B”, see page 25 for B&B charge chart. 


ACER palmatum atropurpureum Japanese Red Maple 
E—18'—S, 
AN PREEEL LDR OCI 2), Sscnasscoposcnacacn neat tnel dose 5.50 
BML ee ALINE OOD es sss cp dicaadcdersdeatesogeitae tens 7.50 
Ea LU Se ROBE EN 2.5 ccsenvas einainiiocst ease 12.00 
2 G59 dL cre nr Beer 16.00 
5b US TOG 9 LAG ase ences ok ee 25.00 
platanoides Norway Maple 


D—50’—R. The best of all shade trees for both lawn and 
street use, Broad, dense head, covered with large, heavy, 
dark rich green leaves, 5” to 7”, 5-lobed. 


RCE et UCM 2 oer or cre hele oot oe a 6.95 
ve UA TS Ses oe one 8.95 
LU ES Ug We kee aa 12.50 
EUR UOT Ros cp dpcs pacaveurayovccsndennonaavt 18.00 
(2) TSP 1G CS eee he a ey ee 30.00 
plat. schwedleri Schwedler Maple 
D—50’/—R. Lvs, bright red, spring; purple green, summer. 
SLEDS a Le” (Se en 9.00 
a) > LUO 2 Oe aT Sans aie ten ee een sierra 12.00 
rubrum . Red Maple 


B to F—80’—R. Leaves 3”, 3—5 lobed, rich green; pale 
green under; orange, scarlet, fall. Red flowers, April. 


POMC co Gay urs daisies Coaeeeoaess 6.95 6.50 
Berm O ita, cp ee ene erat SU e, MeN or voces 8.95 8.50 
HL Sa ILO os CSS els ENA eon eee 12.50 
MOM ey SC cco cepgocadetaccdnexebiesnssarowcnsanse 18.00 
CL Ci EE IN sarc cast ws hvsslcsinnsve cee nav dastbies 28.00 
saccharum Sugar Maple 
B—80’—R. Lvs. 3—5-lobed, 3”—5”, medium green. 
REMCERETIE Gee eter aks eae isis Aecla n cbiy Slates 6.85 
Sco LORE Comeenrt ee 2 0 FP hk se 9.00 
EL FN a ecegeex Seta restuaciodenss ene 12.50 
CRE CISD dp ” NER Ree ee eee 18.00 
MOEEC ERLE rte We es i, Sar She eats 30.00 
BETULA alba fastigiata Columnar White Birch 
A—40’—M. Old bark white. Lvs. triangle 244”; yellow, fall. 
Lay ene ae cok wntseitesdverideapesnnvnesesene 40.00 
je TE SS eS ea re ee ee 60.00 
papyrifera Paper or Cone Birch 
C—70’—M. Young bark brown; older, white. Lvs. oval, 3”. 
SOVe Rie, Lib eee ee ek ee ore eee 5.85 5.50 
BERS OL GB Cee Pc ae cde stanton saternt onesitieeacinanae 8.95 8.50 
POU Cyi) CRTC ERI OOND eet Ns tied Vacs virgata ease ss eval 12.00 
LR Ty IPGL ob 02d be Oe Se ee 18.00 
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BETULA—cont’d Each Each 
pendula gracilis Cutleaf Weeping Birch 
te Ser Bark white. Branchlets droop. Leaves deeply 
cut, 
SatOnOpet. Less... aA. UATE, Jace ee 6.00 
GxtOrS tit. er. ba Ea ee ee 9.00 
populifolia Gray Birch 
ti C—40’—M.. Bark white, flecked gray. Lwvs. triangle, 
Clumps 6 tordift BRB. a ee 13.50 
Glumps § towl0 ft; BXBs. 4 eee 20.00 
Glomps 1 0(tostZifC B&B a0. ee 30.00 
CERCIDIPHYLLUM japonicum Katsura Tree 


A to C—40’—S. Leaves 2%”, heart shape, opening pink to 
purple; maturing bright green; bright yellow in fall. 


4 to DUCT DSB ge ee 4.50 4.00 
5 to-001L. BRB c' Seek 2 a ee eee 6.50 6.00 
G2GOR0 Tis Dect eel eee wer 9.00 8.00 
BO S10 it ge i. a ant eee ee 15.00 
CERCIS canadensis American Red Bud 
IK—25’—S. Lvs. 4”, heart-shaped. Fls. %”, rosy pink, May. 
4 tO cB TE. Css Sc. Ju. cece eee 3.95 
D, 10 0. F067 BR oe a hee ee 6.50 
O° tO S-5G Bebe ssn eee 8.95 
8 to LOE BSB: cei ieee eee 15.00 
CHIONANTHUS virginica White Fringe 
16’,—VS. Shrubby. Large lacy white panicles, May, June. 
18 to. 24 ants See es aes oe 1.50 
CLADRASTIS lutea Yellow-Wood 


E—30’/—S. Leaves 3”, glossy, dark. Fragrant white pani- 
cles, June. 


8 td 10 Tt eo eas 15.00 
1040412. 20. ia tocol et eee 25.00 
CORNUS florida : Flowering Dogwood 


E—15’—VS. Leaves dark red in fall, Flowers white, 3”— 
4”, May. Red fruit 4”. 


3.t0- 4:46 BeBe tee. ee eee 4.50 4.25 
4'to 5 1C Bae 7 ee ee 5.95 5.50 
5S 10675 B&B este ee 193 7.50 
OU Co Mey fen aad 83. ols SP es ee a 8 11.00 
V {G'S TL BRB ack coe tee 14.00 
8 t6° LO LSB 6 Ae oe, oe ee 20.00 
10 sto 212 tie BB pace ane ee 30.00 
flor. rubra Red Flowering Dogwood 
E—15’—VS. Deep rose-colored flowers. 
2 to Sift BEB. Ook agen. eee ee 5.95 
Srte: 4 Et. Babe accuse eee eae 8.95) 
421055 £0, - BScEs 5 .eitaaent ca ce ee 12.95 
5 to 6-ft, BBA. 6, ge ee 17.50 


6 (0 “7 ft. BMBA Totes ee 27.00 
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CORNUS—cont’'d Each ‘Each 


kousa Oriental Flowering Dogwood 


B—20'—M. Flowers cream white, large broad petals, June. 
Red fruit, August. 


of [eye 95 ag 040 ee ee 5.00 
APO Le re ee 7.50 
CRATAEGUS cordata Washington Hawthorn 


E to D—25’—S. Thorny, Lvs. small 3—5-lobed. Fls. white, 
May, June, Abundant crimson fruits 4”, remain late. 


UOTE OUT RXRCES feats oR nies ce hsneiniss len ae stice 3.50 
oxycantha English Hawthorn 
E—15’—S. Leaves small. Fls. large, white, May. 
BEY Ce Oh fon caineccincnbr int acvsinesiesalsese'ven dees 3.50 
PEI EOE LE Ge RISC LS eed is hisses chawiadneiend ed cvcsnbe 5.00 
PRE MMCME CLEP INSEE 205s ce fe Sovndannatenscaaor ae earpas 6.75 
ete US a8 UES ee Oe ee ee a 9.00 
oxy. alba plena Double White Hawthorn 
E—18’—S. Tree. Double white flowers, late May, early 
June 
MEO ESE L CoM SOCESY, ©, ft 8 Ao eGo sy cc hats ce nanadedsrabies 5.00 
BEM Os Le CEN 5 28 ct tasanc ksh neavedoece 7.00 
FeRAM LETS Se 8 hPa riers tiv chro oe iala vaghinds 9.00 
oxy. rosea plena Double Pink Hawthorn 
E—18’—S. Tree. Double pink flowers, late May, early 
June. 
PRS RL Eee Sones Oeren ies me Oe oes oh: 5.00 
bay URNA Go 8 34.) ETA eels tes Bre 7.00 
OOTY A dared) 3 UR Os ah ee ae 9.00 
oxy. splendens Paul’s Double Scarlet Hawthorn 
E—15’—S. Double scarlet form of preceding. 
ECCI A EER SCID oop a es nelasc Ap skate gates 5.00 
iy LEE a 8 ee Siac Coren eee 7.00 
OPER FCCC i ei 1 oni cain aducndowanonces 9.00 
FAGUS sylvatica European Beech 
C to B—50’—S. Leaves very dark green. 
MCS Ee OMPLS SCID Ree oie ey cp serackaravaass<oteracresn-s 7.50 
ACES ERS a dh 030 5 SS ed 10.00 
FRELOR O LTE i eck) Ott AYU ete tecailiatrds. 15.00 
syl. heterophylla (asplenifolia) Fernleaf Beech 
Rare tree with delicate fern-like leaves. 
Se aGy JAD S CVE hoe Ree eel ater 35.00 
De oe ee ea cr fe acne vig vahironaians 45.00 
FRAXINUS americana White Ash 


C to D—80’—M. Leaves compound, leaflet 3” to 5”, yellow 
and purple in autumn. 


HUE 1 ie a ne 8.00 
VEATE Nd tnt IS ne ER en er 10.00 
SS Gvip Wen) Lo Sod nap an eae ene nae 18.00 
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GLEDITSIA moraine—New Moraine Locust 
Plant Patent No. 836 


This new Locust is destined to replace the American Elm, 
is similar in its habit of growth. Thornless, thrives in city 
conditions, and has all the qualities to make this new plant 


outstanding. 
NF eRk St ese As Se eee Open eee SESS 6.00 | 5.75 
0 fOES fh ate hares) ee 9.95 
HALESIA tetraptera Silver Bell 
E—50’—M. Beautiful bell-shaped white flowers in May. 
BitO Gs it ee heey Se Shao Se 5.00 
TL CBS Re ae RON eee NAMB ne NEY Se 7.50 
GLO OSLEe cree nok tear cant hate eee 10.00 
LABURNUM vossi Goldenchain 


/E—15’/—M. Small tree or narrow shrub. Large hanging 
clusters bright yellow pea-flowers, May, June. ‘Tender. 


Needs lime. 
A tOeD SUA BSB. of cratic es eee 6.00 
NOG El BRB an inch ae eee 9.00 
DEO EPUB RB so iyoce raster ee a 12.00 
MAGNOLIA soulangeana Saucer Magnolia 


K—20’—M. Leaves 6”. Flowers 5”, white inside, rosy pur- 
ple outside. May. 


DB £0 8B" £0 B82 soccrass neon toe a 6.00 
8 tOve It. BecB (es he ee 9.95 
S10 LEI ial ede on at ee 14.00 
5380 O00. ScD Ay gn cee ot ee eee 20.00 
S10 20 ft BSB) ee eee 35.00 
LO gto) 1 2)Etsg Die B th dei he eet 45.00 
stellata Star Magnolia 
E—10’—S at 5”, Leaves 4”, flowers 3”, white, early May. 
LS sto 24 B&B oe |e en 5.00 
2 ito it; BeBe ea ek ee eee 8.00 
3 tot SBR Acs hxc eee 12.00 
cn Ee Re a)’ 8 eet A ees A 16.00 
5) to, Git bab Specimen... ee 25.00 
MALUS 
(The Flowering Crabs) 
Group I 
MALUS arnoldiana Arnold Crab 
E—15’—S. Flowers single, white with pink, Fruits yellow. 
flor. atrosanguinea Carmine Crab 
E—14’—S. Graceful arching branches, flowers carmine. 
ioensis plena Bechtel’s Crab 
E—20’—S. Double pink flowers, like small clustered roses. 
micromalus superbus _ Pink Cascade Crab — 
\ E—15’—M. Graceful branches covered with pink profusion. 
scheideckeri Scheidecker Crab 


E—15’—S. Double rose-pink inside, deep pink outside; free 
blooming. Early. 
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MALUS—cont'd Each Each 
spectabilis rosea plena’ = == = ~~ Double Pink Chinese Crab 
B—15’—S. 18’. Resembles Double Pink Japanese Cherries. 
Very fine. : 
PRICES OF THE ABOVE LISTED MALUS 
SUC Ob Ee AS Sy a eer 3.75 3.50 
2 ONT RIESE A an 2) | SOR 0 en 4.50 4.25 
TL Sg 3.73 | ee ee 6.00 5.50 
RPM EES Ee orkid hac saueteninios ov ctatnienictny 10.00 9.50 
Re ea ee Me rs sxe vsncieey oncerineralsiul 15.00 14.00 
aga, te at). EXTRA HEAVY 16.00 
Bitom Ott. Beeb. oc... EXTRA HEAVY 25.00 
Group II 
< baccata Siberian Crab 


B to D—35’—S. Flowers pink in bud, opening single white, 
fragrant. Fruit red, yellow. 

as eleyi Ely Crab 
E—18’—M. Leaves strong purple. Flowers single rosy 
carmine, large, broad petals. 


floribunda Japanese Flowering Crab 
E—20’—S. 14’. Graceful arching, spreading. Flowers sin- 
gle; narrow petals, pink; profuse. The oldest known and 
¥ still one of the finest. 


hopa Hopa Crab 
A to B—30/—S. Leaves purplish. Flowers single, large, 
broad petals, deep pink. 

purpurea Purpleleaf Crab 
E—16’—S. Leaves rich reddish purple. Flowers single, 
broad petals, brilliant deep pink as leaves unfold. Fruit 
deep red, 34”. 

theifera Tea Crab 
E—20’. Spreading head, Often completely hidden with pink 
flowers which later turn paper white. 


PRICES OF THE ABOVE LISTED MALUS 


2 ATC TAY Rid 09 USE OO ee en en 4.00 S./0 
asf SL int oye ba 8 Senet a ely ove J Narre ec 5.50 20 
CRC Reece erence are raeesevgansotavencnrocentars 8.00 7.50 
PRO OREO CLS a hitcniazs sist prtirarvuersiares emcees 12.00 11.50 
B.f0 10 fie pes s6..... EXTRA HEAVY 20.00 
x Pistol 2 tre Baebes. f:.0, EXTRA HEAVY 30.00 
™ MORUS alba tatarica Russian Mulberry 


D—35’-40’—M. Fine for back yard planting; bears edible 
purple fruits. Hardy. 


Bee CCPC DEMME CLS Sentech iieatets taal. tv ites Anco eet =o 4.00 
CRG REGIMEN NMI say aacaciqectetccnscaticscnevens 7.50 7.00 
Biloba acl eeg oy on Bak cde 12.00 11.50 
TOS CMI OR UE 6 PRE RI eae ct Ne 20.00 
PLATANUS occidentalis American Sycamore or Buttonwood 


D—g0’—R. Very rapid growing. Leaves 8”, maple-shaped. 
An excellent city tree. 


8! to: 10_ft. 7.95 7.50 


N PRUNUS cerasifera pissardi Purpleleaf Plum 
15’—S. Shrubby habit. Leaves dark purple, Flowers small, 
blush-white, May. Dark, wine-red fruit. 

co) Cn, Oa leg Le a ae D2 

PEE Le eee ices ites wa eats an arcressetbore 4.50 

BOOS Cac LUV AEN Nios eri coatrnessttitivn so ses e views 6.00 
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JAPANESE FLOWERING CHERRIES 
Kwansan 
B--20/-—-VS. Flowers old rose, double, full. 


Yoshino—Single white. 


B—20’ VS. 
PRICES OF THE ABOVE LISTED CHERRIES 
Bite 6 TO Bebe coe. er ee 7.50 
6° to oT Eth B&BS st ek ee eae eee 10.00 
TIO Bit BEB eerie ee ee 15.00 
$.:to LO: ft: B&B ae be ee ee 25.00 


Double Pink Weeping Cherry 


F--8’—S. Weeping heads grafted on straight trunks about 
6’ tall. Flowers large, double, strong pink. 


4 yuheads RB Ate ee eee 8.50 
Ovis UeaGs Ba. ete ae ee 10.00 
QUERCUS coccinea Scarlet Oak 


C to B—80’—M to R. Shining green foliage, 6”—8” long, 
deeply, sharply 7—9-lobed; scarlet in autumn. 


palustris Pin Oak 
C—80’M. Leaves red in autumn. 
rubra Red Oak 


C to D—80/—M. Leaves rich dark red in fall. 
PRICES OF THE ABOVE LISTED OAKS 


SB £0 102 ft Gee aio, cael bs vc alae ee 10.00 
AU eed Be 2 ER ete re er ere rere eo 15.00 
12 8tO 114 Ee eles Cem, ele ane eee 22.00 
140" 1G EC. 59 2 seca: Serene atta naan 30.00 
16 10.18 EUR Ree ee ee 40.00 
robur fastigiata Columnar English Oak 
A—60’—M. Tall narrow habit hke Lombardy Poplar. 
GO tOLB! Et Bic ae ies rsh ca ee 9.00 
8 to: 10 TCG BSB a Ree eee 12.00 
10) tol 12 (ft BS ele has inte arene 25.00 
12 to 14 TUS Beeb 2 tie caccn- eames 35.00 
[46 LOCI DD ee eee 45.00 
lOMorI SSCS RRB ee ee ee 60.00 
SALIX babylonica Babylon Weeping Willow 


F—40’—R to M. Branchlets very drooping. Leaves lance 
shaped, light green, 2”—6”. 


niobe Golden Weeping Willow 
ea: Very weeping. Younger branchlets bright. yel- 
ow. 
PRICES OF THE ABOVE LISTED WILLOWS 
tO GFE SSC sre ee co akon ee 3.95 3.75 
6)to Sit (BeBe ee eee 5.95 5.50 
Sto slOMCI BAR eee ee ee 7.95 
IO0itol12 iC. B&B oe aes es ee eee 12.00 
12 tosbtel Oy BSB aioe oe ee 20.00 
14:tov16 C2 B&B ys ea ee 35.00 


16 to 18 ft. B&B 50.00 


Dee e eben eee eeeeeerar erase sense eseaseeeesees 
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SALIX—cont’d Each Each 
matsudana tortuosa Corkscrew Willow 
Interesting trees with twisting stems. 
MLC hake NCR oie a dendee doer Gianesh 4.95 4.75 
SORBUS aucuparia European Mountain Ash 


C—30’—S to M. Large corymbs, white flowers, May, June. 
Large clusters of scarlet berries borne in abundance from 
July to winter. 


ep gce) $00 2 Gd 06 | 40 a er or Aa re 6.95 
eC EU ENCES Se. ccinnonnsereceerrereeoieharense 9.50 
SYRINGA japonica Japanese Tree Lilac 
C to A—25’—S. Flowers yellow-white panicles, June, July. 
SEERA OPEC Teh eh ccs ictaimasien rcseatoonesines 12.00 
LE CS TRG a.) 1823 5 i ee 18.00 
PRO RLS fle DSc wee Maint cs 25.00 
TILIA americana American Linden 


B to C—80’. Broad, heart-shaped leaves. Good street tree. 


cordata Littleleaf Linden 


C to B—80’—S. Leaves 2” to 3”, somewhat glossy. Small 
flowers sweet scented. 


vulgaris European Linden 


C to B—100’/—M. Leaves 3” to 4”. Symmetrical growing 
and rapid; quickly grows into shade giving proportions. 
The best species. 


PRICES OF THE ABOVE LISTED LINDENS 


Fy ECE Cee a oe euirazss pesxeatiedamy 6.95 
Chita GAN aa: Bh ope 2 Sa a ae Rice 8.95 
SUR COE ee rt ne | icc csc oxnscee nauachnabbenawaty 12.50 
ULMUS americana American Elm 


F—120’—R. Fine street tree for wide streets. Arching 
branches. Leaves pointed elliptic. 


pumila Siberian Elm 
F—60’—VR. Fine branches. Leaves 1”—2”. Graceful. Very 
popular. 


PRICES OF THE ABOVE LISTED ELMS 


BALORR tee ei tse tems 4.85 
I (ERD EE RSA A See ne ea ne ee On 7.50 
ites, ELS Tae) GaP See a One eee ere 11.50 
TOOT a EC, eee asta 15.00 
AUC ORCI ee ocd alates nedevsvensuvnseteses’ 25.00 
LEGO ML Balle ec etnies activ cesenangeneuae 35.00 


Larger sizes priced on request. 
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DECIDUOUS FLOWERING AND 
ORNAMENTAL SHRUBS 
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TYPES OF DECIDUOUS SHRUBS 


Stems erect, moderately branched, usually narrow. 


Stems spreading, then ascending or erect, moderately 
branched. 


Few stems, many branches. 

Many stems, few or no branches. 

Stems ascending or erect, arching, finally drooping. 
Low, spreading, sprawling. 


o> 


Se 


Since few Deciduous Shrubs have a definite rate of growth, or 
constant ratios of height to breadth, we omit those items, but in- 
dicate the types and usual maximum heights. 


lto9 10and over 
AZALEA Each Each 


Admittedly the finest of the flowering shrubs, Azaleas give some 
of our most delicate flower colors, as well as a flowering range 
from early April to early July. 


AZALEA arborescens Sweet Azalea 


D—6’ to 8’—S. Broad round habit. Flowers white inside, 
rich pink outside, red stamens, fragrant, late June. 


18°to 24 ANAB RB Feo ccastoc Mai coc ee 4.95 
9 to DUICUBEB toc neaee eae 6.50 
440 5ift. spreads PeBs Ne Vee ee, ee 22.00 
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aes th 1to9 10and over 
AZALEA—cont’d- Each Each 


calendulacea Flame Azalea 
A—8’. Varying hues of red, orange, yellow; early June. 
ERAS lt Dee ie asics ccthavoetcaem: 5.50 5.25 
PAU a tl iL Os) ScD eta Ba iid nsindn eee gene 6.50 6.25 
PBST NG 9 SU DA d 1S a peer PE 7.50 7.00 
Rtas Clee eC ese cat aa riedazuti Newtek 10.00 
gandavensis Ghent Azalea 


A—10’.. Flowers early June, attractive mixed colors, light 
to golden yellow, light pink, cream and orange. 


DERE Be 11) ECC eo cscs acento stoves bedeanacdecedens 4.95 4.75 
Jen PEER SG ES. 6 he aa a ae ne Oe ee a 5.95 5.75 
rd LSPA 7 (ie 94 | a ee ene reas 6.95 6.50 
SRE LO S AE Ut aca. pst xinnnsucness paannecied 8.50 
Pea CP RR eter alah asdas csdivmr aioe 12.00 


Ghent Azalea Hybrids 
A. 
Coccinea speciosa—Brilliant orange-red. 
Gloria Mundi—Brilliant deep orange. 
Nancy Waterer—Golden yellow. 
Narcissiflora—Double, sulphur yellow. 


PRICES FOR ABOVE GHENT HYBRIDS 


LL TRTL ES Go EASED. ears > COR Be Sree ene Renn 5.50 5.25 
[GUIS 22 SPN a Se obo URN oer ep eae 6.75 6.50 
ph hy PANES Te rn: ee Coen one eee 8.50 

kaempferi Torch Azalea 


A—8’. Foliage small, scarlet to crimson in fall. Flowers 
combination of red, pink, salmon, blend into a wonderful 
indescribable flame color; late May. 


p Re Mia yA NSS ph gl 188 BR RR seh ae an en 4.95 4,75 
Meera eT ee Pree Bs ty pt oi chasing signed 6.50 6.25 
PCa: Pal Wipe 1320 IO ro alee, et pene sear 7.95 


kaempferi hybrids—Numbered varieties 
A—6’ to 8’. Dwarf semi-evergreen plants having beautiful 
range of colors, 
Number 2—Peach or apricot color. 
Number 4—Flowers cerise-red like Hinodegiri but 
nearly double the size, semi-evergreen. 


PPO LSI Da Sat ee ce, 4.95 
Ph Fed ee Mra 1 5.9 oy aie eS 5.95 
Ua apy 2 Va apd £O/4 BS 2 elt ia eo ee 7.50 
mollis Chinese Azalea 


A—6’. The showiest of all Azaleas. Large clusters of 
bright orange flowers, occasionally red or yellow; late May. 


ee A atric] 25 eae 4.95 4.75 
1estosee ne BRB ee Mel clreg sl 5.95 5.50 
Ce erat att CBRE CMR eh gion apces 7.50 7.00 


Dig ti, SPMD EB Oe c= seem asic sotent 10.00 
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AZALEA—cont’d 


mollis hybrids 
A—6'. 
Consul Ceresole—Deep pink. 
Dr. Reichenback—Salmon. 
Koster’s Brilliant—Orange red. 
Ambroise Versherfelt—Salmon. 
Comte de Gomer—Bright pink. 


1to9 10and over 


Each 


PRICES OF THE ABOVE MOLLIS HYBRIDS 


15 to 18 in. B&B 
18<to.24 INE BEB kc eee 
BPO 52> TCA BED 5 asiky, eee ine 


COR eee re eee eR HEHEHE EO HEHE EEE EEE EEE EE EEe 


mucronulata 


bright yellow in autmun, 
15 to 18 in. B&B 
18 to 24 in. B&B 
2 to 214 ft. B&B 
21% to 3 ft. BKB 
3 to 314 ft. B&B 


Pe OH eee eee eee reese sseseesseseeeseseretesoere 
PO ee H eee meee eee eee rere ree eeeseresereeeEEe 
Terre ree reer reee rere reer ee reer ee eee eee ees) 
Terre Teeee eee reer rere eee reece ree eee eee eee) 


Ome eee eee meen sere rere eee EeseaHeneeesses 


poukhanense 


lections.” 


12 to 15 in. spread B&B 
15 to 18 in. spread B&B 
18 to 24 in. spread B&B 
2 to 214 ft. spread B&B 


Cee eee rene near teeeeeteeees 
Cem meee ere e sewer enseeeeseeee 


vaseyi 


Each 


Manchurian Azalea 
A—6’. Rosy purplish pink, about mid April. 


Leaves 


G0 D> 
SSSk 


Korean Azalea 


D—3’. Low, broad, dense, rounding, with the lower branches 
resting on the ground. Leaves 2” long, 4%” wide; in sum- 
mer resemble those of the evergreen Alpine Rhododendrons, 
in fall a pleasing assortment of red shades. Blooms single, 
144"—2”, fragrant, pure medium orchid-pink, profuse, mid- 
May to early June. We consider it one of the very best new 
peu which. we have grown, and the late Prof. 7 

argent said, “It deserves a place in all New England col- 


4.25 4.00 
5.50 5.00 
6.75 6.25 
8.50 
Shellpink Azalea 


A—6’, Delicate shell pink, early May. An American plant 
of exotic aspect, not striking but intriguing and beautiful. 


Not fussy as to soils and exposures. 
15 to 18 in. B&B 
18 to 24 in. B&B 
2 to 214 ft. BRB 
2% to 3 ft. BRB 


POH H ORR EHR HOE THEE HEE HONE OOH Hee eeeesees 
eee eee eee eee eee ee ee ee ee ed 
eee eee eee ee ee ee ee ay 


eee eee eee eee ee ee ee er es 


viscosa 


4.50 Anh 
DAO 5.50 
6.95 
9.00 

Honeysuckle Azalea 


A—8’. Latest to bloom, early July. Small white fragrant 


flowers THAT PERFUME THE GARDEN 


18 to 24 in. B&B 


Pee ee Om ee eure eee eee EoEs eee esesessEeeenessrs 


4.95 


SHRUBS 2 


pe tether 


Or 


AZALEA—cont’d 

vuykiana hybrids—large flowered varieties 
Beethoven—Lilac, ruffled. 
Gerardina Vuyk—Deep pink, red center. 
Helena Vuyk—Deep pink, large. 
Joseph Haydn—Soft lilac. 
Mozart—Rosy pink. 
Sibelius—Orange red. 
Wilhelmina Vuyk—White. 


PRICES OF ABOVE AZALEAS 


PUTER eH meee ee mere ree esseeansereseereuerenseessssses 


DECIDUOUS SHRUBS 


Unless otherwise indicated, shrubs and shade trees are regularly 
dug bare-rooted at the prices listed. The practice of handling 
plants with a ball of earth (B&B) is becoming more prevalent 
every year. For your convenience we are listing below ball and 
burlap (B&B) charges. 


BOS IN shes, esl eschi Gia Site) * =. $2.25 each 
18 to'241n......... 40each 8tolOft.... | 3.50 each 
CuGtatts. 50each 10tol2 ft... 5.50 each 
wet 4 ft... 60each I12tol4ft.... | 10.00 each 
1 OY 56 (i rr 100each 14to l6ft.. |. 15.00 each 
Oris ee. 1.25 each 

lto9 10and over 

Each Each 

ACANTHOPANAX pentaphyllum (Aralia) Fiveleaf Aralia 


A—8’. Slightly thorny, Leaves compound, fine leaflets, 
dark glossy. 


UC Ch Oe a hogo 1.00 

Me 15 a8 A lec a aR ee ie a en 1.50 1.25 

1 E.G Fd Dian En 2.00 
AMELANCHIER canadensis (botryapium) Shadblow 

A—10’. White flowers, May. Maroon fruit, June, July. 

Be each ics lids lloscloacvdvesiosins: 2.00 

“AES GA te Sk) ea ye 2.50 

SEO Re eri eles taned >, vlostasble Sicvs cc. c 3.75 
AZALEAS—See separate section—pages 22 to 25. 
BERBERIS thunbergi Japanese Barberry 


E to D—S’. The best known hardy shrub. Leaves $4”, 
brilliant red in fall. Scarlet fruit remains all winter. 


PABLO siiememer esnatan ive. Aoi A ek. 200 30 
Jo eS CO) 2s a a er 50 45 
We ire Wh LUN eyes recut ce ose vied ewsisast stan 45 65 


oe UGA ae 90 80 
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1to9 10and over 
BERBERIS—cont’d : Each Each» * 


atropurpurea Redleaf Japanese Barberry 


E to D—5’. Same as preceding, except leaves strong red 
when grown in full sun, 


15:10 113 in ee ie ee oe eee 1.10 1.00 

LS tog2e ini sone eee oie hs ee Lao 1.15 

PA UE AY AR & RE HA aA ppp 175 1.50 

BUDDLEIA alternifolia Chinese Butterfly bush 

E—8’. Narrow spikes, lilac-purple, July. The hardiest. 

2 yr.:iIn pots... tee Pe 

charming 

E—4’ to 6’. Long panicles of pink flowers. 

Bye 11 POU Se dn a 1.95 


Ile de France 


6’. Fragrant, brilliant rosy purple flowers, August, Sep- 
tember, Tenderish. 


2 yrs pots.21 Was Pew tak eee 1.95 
CALYCANTHUS floridus Common Sweetshrub 
D—6’ Flowers 14%”, brown, spicy, June to Aug. 
ee AOD TOL Teer. Be ec see ee ee 2.00 
rt COD": Se ee ree Pa em ee ee ES: AEM 2.50 
CARAGANA arborescens Siberian Pea 
A to E—10’. Leaves compound. Yellow flowers, June. 
2 tO Th ee 1.50 
B CO ER sc ere ot ee eee 1.95 
AAG) It. ENS) ee el 5 pune eee pape fe 
5 tO: Gti e o2 oo ee ts ee ee 3.50 
CHAENOMELES lagenaria (Cydonia) Flowering Quince 


B—6’. Spiney. Orange-scarlet flowers, April, May. Showy 
and beautiful. 


15.toz) 8:1 ate ae ee ee 1.25 1.10 
LS £0 24) 1 a ee ee 1.50 
2100S ft. ose eee ee 2.00 
3. to.4 ity) ee ee eee, eee eee 2.50 
cardinalis Cardinal Red Flowering Quince 
B—6 to 8’. 
LSito 240i We oc ee ee 1.75 
2 to SiC A Se Oe eee ae 2.35 
3 tO eA ithe ee re eee eee 3.00 
CLETHRA alnifolia Summersweet 
A—6’. Spikes white, fragrant flowers, July-Sept. : 
15it0 18 ina ee ee eee 1.35 1.15 
ZEtO 'S:.ft. ee en a en ee ee ee 2.00 1.35 


SHRUBS ag 
1to9 10and over 
‘ cbs : Each Each 
CORNUS mas Cornelian Cherry 
A—15’. Yellow flowers in early April. Scarlet fruit, 
AAD AVECINTC FE 5017 ta es AUR a mnt a Iie SAR 2.00 
RO nes oo ag ee mye) Pie | Me 2.50 
sanguinea Bloodtwig Dogwood 


C—12’. Dark red branches. Flowers white, May, June. 
Fruit black. 


re EAN eS te amet REA 1.35 
BO ack unnssrss oer ven sniaion 1.75 
stolonifera flaviramea Goldentwig Dogwood 


B—8’. Strong, broad leaf. Bark bright yellow in winter. 
Small white flowers, May, June. 


PM Ge ei foc Wenner viv tahbisea avs 1.35 1.15 
EE ER eon Bo gest of cies hdstpadivd) di 1.75 1.50 
5 ULE) SL Sad emilee le ORM hs et rat, 


COTONEASTER apiculata praecox 


F—3’ to 4. Low growing. Pink flowers, scarlet fruit. 


EE CL oil a ee Be 2.00 
(coc NL Un ce OR 2.50 
PEERS AIT N Gc crysselseespces Sapiscnitcnsdoes 3.00 
divaricata Spreading Cotoneaster 


E to F—6’. Obliquely ascending, slender branches, spread- 
ing and recurving. Leaves oval, %”, Flowers pink, pro- 
fuse, June, Fruit red, 4”. 


Petry oe I BSC ae 2.50 2.25 
BECCA Uae rsccr ye 0 Oe dee ree i 3.50 
horizontalis Rock Cotoneaster 


Low spreading, irregular. Oval, semi-evergreen, dark glossy 
green leaves, 34” to 1%”. Pink flowers, June, followed by 
abundance of red fruit, 14’. 


PROM LD IE See th a o. cas ioy shcamisivcions 2.95 
DEUTZIA gracilis Slender Deutzia 
D—3’. White flowers, May, June. 
ea ia ee aN eae Same Pay re ee 1.50 
MSRM ks AUR PRI 6 Sc Psndvinc sdcen Sale nde, A 1.85 
lemoinei Lemoine Deutzia 
D—4’. Flowers, white, profuse, late May, June. 
LES) (0 eLearn 1.85 
1, TU CLT” ue. 0 ii aaa 9 etc ea iay > ean 2.25 
Pride of Rochester Pride of Rochester 
A—8’. Double flowers white, pink outside, white inside, 
June. 
Wi aS SS el lek al 1 cr rr 1.25 1.00 
ELEAGNUS longipes Cherry Eleagnus 


C—6’. Bushy habit. Fragrant yellow-white flowers. Scar- 
let fruit in July. 


chil lies (05 eae mein 2.00 
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lto9 10and over 


Each Each 
EUONYMUS alatus Winged Euonymus 
A to E—10’. Branches have corky wings Leaves turn 
flame color in autumn. Scattered long red fruits. 
18 tO. 24 iN eS oc nak nee ee 2.00 > 
2 to 3 ft Poem esac cree reer rere eee erro reser sess mrerereerssesereeree 2.95 
at) uth | oe / ane Son Or aim EE - 4.00 
alatus compacta Dwarf Winged Euonymus 


D—6’. Compact, very bushy. Flourishes in sun, also deep 
shade. In full sun fall foliage striking brilliant pink- red. 


Le OTS Ie dietetic 1.65 1.45 

LS MORS nat aah cones eee 2.25 2.00 

18 10.24 Anis: ieilisicscatiiauchi neta 2.99 2.75 

ZO Lhe, 24s, ezine, ee 3.75 
europaeus European Burningbush 


A—14’. Dark green foliage, 3”—4”, crimson in fall. Yel- 
lowish flowers; scarlet fruit. 


D 8Q ALEC oe oi crea = ee 1.95 
ge Cs Wes Me UR OR OOTNE  e d 2.50 
FORSYTHIA intermedia primulina Primrose Forsythia 
E—8’. Clear strong primrose yellow. 
LO 1D Et.) Reet erst ateRasstciet ee a 1.25 1.15 
5 to at ho ete aetna: i 1.75 1.50 
CALs is hs 4 iain Semler enn aman ete Aa ner a5 2.00 
int. spectabilis Showy Border Forsythia 
A to E—8’. Deep yellow flowers, profuse, April, May. 
EOL OLE etree eee hc es eee eee 1.25 1.10 
300; 4: £0. te, 6c hese en ated iene ee 1.75 1.50 
A OL DIELS ot inode cn, oh meet oe 2.00 
5 00D El. Bere e a vinoereeney. cistie ind Ota 3.00 2.75 
int. Spring Glory 
E—6’ to 8’. 


A new Forsythia, with large, pale yellow blossoms cover- 
ing the branches-in masses of pleasing color. 


ZO Sete, Sa, Ae eee class 2.00 1.50 
int. Lynwood Gold—New—1952 


Flowers larger, blooms more abundantly, the finest For- 
sythia we have ever seen. 


18 tO 241i. dene ee nea) ee eee 2.50 
HAMAMELIS virginiana Common Witch Hazel 
A—10’. Loose open habit, Strong broad foliage. Small 
bright yellow flowers, Nov. One of beat of native shrubs, 

Bit (46 tty Rie Phe: co tte, ane eee eee, 2.50 2.20 
ACO 2b The. ea oie eee weet ae ee ae 3.50 
HIBISCUS syriacus Rose of Sharon—Shrub-althea 


A—12'. Tall narrow shrub or small tree. Large flowers in 
midsummer and August, nee most shrubs are not in 
flower. White, pink, red, purple. 


2 to’ S°fC.) "Fate Ree, er eee ee 1.95 1.75 
3 t6 4: f05F AG ei we eee eee 2.50 2.25 
45005) £0. FAR seme se eral eee eee 3.50 
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lto9 10and over 
Each Each 


HYDRANGEA arborescens grandiflora Snowhill Hydrangea 


D—53'. Foliage broad, dark ate BE tar ess cream-white, 
in rounding cymes 507 July, A 


| Ee LON ENE Ia i ens eee 1.35 1.15 
MMO BER 8 cose rig aig Wh cdac br ees secsaastne 1.65 1.50 
paniculata grandiflora Hydrangea Pegee 
A—12’. Huge, white panicles, turning pink, July, Aug. 
Lis UES. Pie 1 tea eae eee aiid 1.25 1.00 
Oo SES AM SEE a ENRON fs Lp Oe by tt ee 1.75 1.50 
SRC ECCT re hte. oft cI oie cwatiuda caine 2.50 Rao 


Blue Prince 
Finest blue hydrangea with giant flowers in midsummer. 


aaveaiuarpe pots, ee! hk eee 3.50 J25 
HYPERICUM aureum Golden St. Johnswort 
D—5’. Flowers golden yellow, 1” to 2”, July, August. 
LED UENCE Sy AES GR ete ga ae Cee et 1.10 1.00 
RUMEN ee oc oe vest doa acute eines 1.65 1.50 
CRM LG Matic Ook ek Maes die RPS Tee: nese 2.25 


Hidcote—New 1952 


Large golden yellow flower on low growing bushy plant. 


Very fine. 
Vs) SEY 7 SO Ey ae en Ree 2.50 
ILEX verticillata Common Winterberry 
A—8’. Bright scarlet berries remain until midwinter. 
15 to 18 in Prem eee eres reese rere e eee ewer seseeseeesereeseerereseeeD 1.00 
18 to 24 in reer ereeerereeeeeeereerereerrrrrrrr ree ere eee ere eer ee 1.35 
KERRIA japonica Kerria 
D—3’. Stems bright green. Yellow flowers, June-Oct. 
Ie, (oo) Ln 1 9 i onl a (Be ae 1.50 
KOLKWITZIA amabilis Beautybush 


E—8’. The arching branches are covered with an Mee 
dance of magnificent blush pink flowers and fine foliage 
Introduced by the late Dr. E. H. Wilson of Arnold 
boretum, who describes it as one of the most valuable shente 
received from the Orient. 


mL ee TUL) eet 2 ek Ls dice, 1.50 1.35 

PEE el Cee Pe a oa 1.95 1.75 

rar UGE G AY dn eVGA Se ae ee at ae ee 2.50 
LIGUSTRUM amurense Amur Privet 


A—12’. Excellent, tall, narrow, hardy hedge plant. 


ibolium Ibolium Privet 


A—8’. Across between the California and the Ibota Privet, 
it combines the hardiness of Ibota with the beauty of the 
California, Succeeds under the heaviest shearing. The best 
Privet for hedges. 
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¥e- 2 ae l1to9 10and over 
LIGUSTRUM—cont’d Each Each 
ibota - - Ibota Privet 


C—8’. Very hardy. Makes broad, dense, medium hedge. 


PRICES OF ABOVE LISTED PRIVET 


DESEO 24s LNA Bee ardteicsnaa shea Ke 40 £ abe 

5 LO CO NELT Ne Bork ee ic ee acon A5 AO 

eg LOE: aa tine, 2 Eee ORR EE NM, .60 50 
ibota regelianum—true spreading form Regal Privet 

F—5’. Makes fine broad, low hedge. 

Aa0s214 ALASpiead 2 een een ee 90 .80 

Ze LOS TE SDIeatl fetes eee 1.20 1.00 
ovalifolium California Privet 


A—12’. The most popular Privet. Leaves glossy and dark. 
Withstands heavy shearing. 


1S (0 2 A eee ee 35 30 

DGt eB: Ee se. isc tessdanodh uate eee 40 35 

Pe | SACO IO veto mene ne ns acy Ot 55 A5 
LONICERA morrowi Morrow Honeysuckle 


C to F—12’. Foliage dark green, grayish under. Cream- 
white flowers, May, June. Bright orange fruits. 


AL 1G | Oe ee aM SIGE ME Cetra rs 1.50 1.25 
Bs tOC ete er eee he oe ee 1.75 
£0 AEC, gate aes oa ce ea Oe 2.50 
tatarica Tatarian Honeysuckle 
C—10’. Pink flowers, June. Light red berries. 
DttO hei h es ci hn AM sha en 1.75 1.50 
AstO Delle arene, mene ie eee 2.50 1.95 
SRE CS OTR sO edu tee eee pare ee | 3.50 2.95 
tat. alba White Tartarian Honeysuckle 
C—10’. White flowers, May, June. Small red fruits. 
5 16 Salts tire la Se ae ee ey eee 1.75 
4.10. 5 LE era ee ere ae 2.50 
PHILADELPHUS coronarius Sweet Mockorange 
A—10’. Huge, fragrant, white panicles, June. 
2 tonstitscn, dele hese. TT tere ey 1.10 1.00 
3 tote tit Sn ee eee, Aor. Seek: teem L215 1.50 
Be lOc TCLs sitar Sheree te ore ee nee 2.50 2.00 
BO OIE go esa cll or atte 3.50 3.00 


HYBRID MOCKORANGES 


Avalanche Avalanche Mockorange 


A—6’. Showy white flowers cover almost the entire length 
of the slender, drooping branches. 


8 toatilt, 74 10) dee ee ee 2.00 


bouquet blanc 
A—4’. Huge clusters of flowers. 


Do t0 3 itke.5 ent ee eee ihe 1.65 


a Le 


SHRUBS 31 


1to9 10and over 


HYBRID MOCKORANGES—cont’d Each Each 
Coup d’Argent | 
A—6’. 
SEL Ce MEE ony cce cee anivdecvissssdnvavthcnssocsssis 1.65 
ECE CUS RUN, oct sSui st essence i /Masi th Atectrdunes nik 2.50 
EE Se, oi cic dosh scabs Civnstvecsknendbecs 3.00 
Enchantment 
A—6!. 
LC Me ish) Secs cepunipaivaehehsa ANE 1.65 
ee isa sy soy vlan duoc csdcdams souknt 2.00 
Lemoine Lemoine Mockorange 
A—6’. Pearly white flowers, June. 
[100 Stilo a annie ee eee 195 B75 
sca gh onicies ecedes phos ea sadacanrinent 2.50 aoe) 
Virginal Virginal Mockorange 


A—8’. Very large, double white flowers, June, sometimes 
during the summer. One of the best. 


eee EL Reta Sine, Sc cance hinds tad 1.75 1.50 
CI Madi ca teascionsieregtasicthsdeane sav 2.50 ed 
PRUNUS glandulosa rosea Double Pink Flowering Almond 


A—8’. Small rosettes of pink flowers scattered along the 
branches in early May. 


oD) ek GO de dec ero ope a OES eet tne 1.75 1.50 
2 [cay Nai aac eld BIT ers el dl Oe 2.20 2.00 
NCES Cue rere et Se Ot ise 2 OR 3.00 
triloba | Flowering Plum 
A—8’. Flowers light pink, double, profuse, May. 
BA LE ge esse ke se nscteSannt 2.95 
PERRET Ete FA ne edie dows acccncls 3.95 
RHODORA canadensis Rhodora 


A—3’. A dwarf shrub resembling Azalea. Rose-purple 
flowers in May. 


OTN LGEN TESS US ad 9162 Sa a a 2.50 
RSME EAL gS Oe Phone bac te idle. enn bubAdkceacdevcanigens 3.25 
RHODOTYPOS kerrioides Jetbead 


C—S’. Flowers large, white, star-shaped, May, June. 
Foliage light green. Shining black berries. 
74 ie DL. | re Lei ttre Coenee 1.75 1.50 
See EL eM ries A eT irsiundeoltited veecietasesssee 2.50 
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1to9 10and over 
Each Fach 


RHUS cotinus Common Smoketree 


12’. Small, thread-like, grayish-purple flowers, June, July, 
give hazy, smoky appearance. 


3 tod ft.) Be acne ee ee 2.95 2.75 
ALO. GEE, MUNIN for leant eceatt ee, eee Are 4.50 
ROSA hugonis Hugonis Rose 


E—6’. Arching branches. Large, single yellow flowers in 
June. Well fruited. 


BAO. 2S TC, Wile iss, es Ris hate nen 195 1.75 
BLO 4 fle oi acciveh vin Mensa eat eee 2.95 AY be 
rugosa Rugosa Rose 


D-—5’. Leaves small, dark glossy. Flowers single, pink, 
June to Oct, Large scarlet hips. 


15 to BAN i ee ee 1.50 1.25 
18:to 2401. 2 ne ee 1.75 1.50 


SPIRAEA bumalda Anthony Waterer Anthony Waterer Spirea 
D—3’. Flat bright crimson corymbs, July, Aug. 


SO LOSLD IN espe a ne ne 1.50 1.25 
1S tO 24 Nene ee ee 1.95 1.75 
froebelli Froebel Spirea 


D—4’. Flat, bright crimson corymbs, July, Aug. Valuable 
for small flowering hedge. 


Lost 18 in see te Gia er incre are 1.50 1.25 

LS Sto CPi oe wore el aaa 1.95 

2 LOD EC Meet pect tare epacorany cree 2.50 
prunifolia plena Bridalwreath 

A—8’. Small white rosettes, mid-May. 

tO DE ee ee eon Mena 195 1.75 

5 tO ATU ete ea Sh eee 2.50 PB de 
thunbergi Thunberg Spirea 


D to E—S’. Feathery foliage, small white flowers, May. 


Pee, HT rT Pa ae 1.75 
Se a 9 eer De ARS RRED RENE ot Me ppp 
trichocarpa Korean Spirea 
E—8’. White flowers, in rounding clusters, arching branches. 
3 Osa sity Re ae eee lets gee 1.95 
vanhouttei Vanhoutte Spirea 


E—8’. Leaves small, dark. Small white flowers in little 
umbels, May, June. 


2:10 38 ftieton 5. ere eee ee ee 1.50 1.35 
S;to 4-fti Be Pees ee OA ee ete 1.85 1.50 
Ato 75 8th ee Glee fe ee 2.50 


SHRUBS 33 


1to9 10and over 
Each Each 


SYMPHORICARPOS chenaulti Chenault Coral Berry 


E—5’. New. Small pink flowers, July. Dense clusters, 
small dark red berries. 


SLR EM yo fan Mn AEAON ArvoveCteNs Ged LIES: 1.50 1.25 
0) ILS: GASP ROSE ete aa ee eae ee 2.00 E75 
racemosus Common Snow berry 


A to E—5’. Very small pink flowers, June to Sept. Fruit 
snow-white, waxy, 56” diam. 


7s ht fe ee ee 1.50 1.25 


vulgaris Coralberry 


E—5’. Graceful, drooping branches. Small, dark red ber- 
ries. Birds like them. Valuable shrub for embankments. 


2 to 3. it. 1.50 i235 


SYRINGA chinensis (rothomagensis) Chinese Lilac 


A to B—12’. Small leaves. Large, broad panicles of red- 
dish-violet flowers in June. 


CES tree tt Is VK ar 8 Gere e. 75 1.50 
MIR GR 8p s cds sha tuia9)AdaxSbzsantievuhbocks rad 2.00 
te SSNS 2 1 Sa en eee 3.25 
henryi lutece Beauty of Paris Lilac 
C—8’ to 10’. New, very fine. 
RE a vaphrestauii dana 2.00 
PR a Bee ak pce ee Wh soc as ta seg 2.75 
persica Persian Lilac 
A to B—8’. Pale purple panicles, fragrant, June. 
MR eh otek ecco Pe sneha, vapid 1.75 
1 ME iS tae oe pat Oe a cee ana. 
vulgaris Common Lilac 


A to C—12’. The well-known purple form that blooms in 
May and June. 


Jin a VG SI en 1.50 125 
2 a le ieee, hr i a ee 1:95 L5 
PRA B LUed Meee cag tees iiats ncodcoevantion cxetinuttexolgune 2.75 Pky de 
SET eT <8 ER ay eee ae ee ene 3.95 
vulgaris alba White Common Lilac 
A—12’.. White flowers in May and June. 
f' tee Ta 8 iE Alby os Oe, A ne eee eee yay de 
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lto9 10and over 
Each Each 


HYBRID LILACS 


Belle de Nancy—Purple to pink—Double. 

Charles Joly—Carmine to purple—Double. 

Charles X—Lilac red—Single. 

Congo—Rich wine red—Single. 

General Sheridan—White—Semi-double. 

Ludwig Spaeth—Deep reddish purple—Single. 

Mme. Florent Stepman—Large white—Single. 

Mrs. Ellen Willmott—Buds sea-foam green, flowers white— 


Double. 
President Lincoln—Deep Wedgewood blue—Single. 
1S tOe2 eI DO ak eer ee cee 2.25 2.00 
PO 0B ph Cis BOB one ante ee eee ie 3.50 3.25 
Br tO. MER BScB es och nae tee 4.50 
$°0:.5 IU BRB oo etic ae ene ee 6.50 
4 VACCINIUM corymbosum High Bush Blueberry 


A to B—8’. Flowers small, white, June. Dark blue-black 
edible berries of excellent flavor, July, August. 


SMtOLD LC BRB ee hae eee odes bi 2.50 


DStO eet LBBB ae adi, cece ae ee 4.00 3.75 
$90 LUC DOB etn ae eee 6.00 
5 iLO Ositr Becta, thle. 2... aoe ee 9.00 

: VIBURNUM americanum American Cranberrybush 


C—12’. Leaves large, maple-like. White flowers, May, 
June. Scarlet fruits, July. 


rad ri | Racers sai omens matin Me en A Brey) 1.65 
DY COTES EUS li eee a eee sa ai eh an a ee 1.95 
carlesi Fragrant Viburnum 


Deliciously fragrant pink flowers, turning white, May. 


1Sto-24 Ink beb ee ee eee 4.50 
DEO Oo UALS eee ecmer gee Rs ba ek ree 5.95 
Bg" LO 50" LEAD Oe lb ieee 7.50 
dentatum Arrow-wood 


A to B—12’. White flowers in cymes, June. Bluish-black 
fruit. Excellent. 


PO 1, PTS eR Ramee nn 1.65 ‘150 


2 to 3 ft. 
SotO AAll. Ce ane hee at atelier ee 1.95 
XX opulus _ European Cranberrybush 
C—10’. White panicles, June. Red berries. Large foliage. 
2 00'S Thy ered oe ot ae ee 1.75 1.50 


B10 St, PER peu ua, ee ee , 295 2.00 


SHRUBS we, 


1to9 10 and over 
VIBURNUM—cont’d Each Each 
tomentosum plicatum Doublefile Viburnum 
B—8’. Double white flowers, June. Berries red to blue- 
black. 
Ga RY Gil 95 8s SR a 3.00 
WEIGELA—Bristol Ruby 
B—6’. Ruby red. 
PUR EE er aus cs cucisiveseveceshsenanssbccooeked 1.75 
BOWIE Fg. osc vidubs dacasat vadesnndudivorncss 2.50 
Eva Rathke Eva Rathke Weigela 


B—4’. Brilliant crimson, bell-shaped flowers, appearing 
nearly all summer. 


BE oe coca den kncgn ceed dnadivscevdeg sicesehs 1.75 
aR CS Se er ee ry 2.50 
rosea Pink Weigela 
B—6’. Pink, bell-shaped flowers in June, 
Une 6B. 1.50 
ete tee kk ete, Gal lagaokal 2.00 
vaniceki Newport Weigela 


B—6’. A much improved variety. Bright crimson flowers 
from early summer to frost. 


BR ory ase cassava bendenwect Le 7p 1.60 
GE MEE Rosca saviacnacedvosarngh'owsieouilfas 2.50 20 
ZANTHORHIZA apiifolia Yellow Root 
D—2’. Excellent for deep ground cover. Foliage cut. 
RCCL SOLE Sa csvecssincsabtcrrsarce ti trese 1.00 
VINES 
AKEBIA quinata Fiveleaf Akebia 
SU ie I dese cali ed sine bog devevobe diese cnacs 1.75 1.50 
AMPELOPSIS heterophylla Porcelain Vine 
Lavender-blue flowers, white fruit. 
SENS a ae ee 1.25 1.10 
quinquefolia Virginia Creeper 
RS feo WAG Re cr civ staoecdovcansesvonnaes 1.50 es 
quin. engelmanni Engelman Creeper 
BE asec on cskycvceaicsasi-teebecniseicte 1.25 1.00 
tricuspidata Boston Ivy 
Ee NA oe ne ct Ee 1.25 1.00 
1 Ton a i a a a 1.50 1.25 
ARISTOLOCHIA sipho Dutchman’s Pipe 


ES oF cepa des len sds vv ves on ysnenns ee 2.00 
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1to9 10and over 


Each Each 
BIGNONIA radicans Trumpetcreeper 
2B: HVS phd. ce, base: cayenne ia see eee 1.50 
D VIS Ga na ee ee 2.00 
CELASTRUS orbiculatus Oriental Bittersweet 
A VISS Big A ees pao, Oa 1.75 1.50 
Bh LO hire WRN Fa ae Maree ev 2.50 
CLEMATIS paniculata Sweet Autumn Clematis 
2 VIS; DATO KOU...) te rc an eee ee 135 1.25 
A VIG Fel AOL ay dena, Sry. accra ee ene ge 1.50 
CLEMATIS—Large-flowering Hybrids 
Henryi—white. 
Jackmani—velvety purple. 
Mme. Ed. Andre—crimson. 
Ramona—light blue. 
2 VES cae teens ee 2-50 
EUONYMUS—Wintercreeper (See page 11) 
HEDERA helix baltica Hardy English Tvy 
Sane POU. cust seers cca a .90 
Ag Ne DOC ee 8 cos, 1.50 
HYDRANGEA petiolaris Climbing Hydrangea 
White fragrant hydrangea type flowers, dark green foliage. 
Fie gs Ae ee ee EIEN RTS 3.00 
LONICERA japonica halliana Hall Japanese Honeysuckle 
De PUB: paral eee te SNE pec in ae ee en .70 55 
SB VYS 0 ieee ees eee hhc ee 90 75 
WISTERIA sinensis Purple Chinese Wisteria 
2 PTS ee een ee 1.65 Z 
S VIS Tier A Wes ae cea ee a ee 250 . 
sin. alba White Chinese Wisteria 
UES. oe yet Sr re Neches 2.00 
DVIS To wo eee ieee eats ce ae 3.00 
FRUIT TREES 
APPLES 
\“Baldwin—red, late. 
__ ~Delicious—red, late. 
~ Gravenstein—red, mid-season. 
\Jonathan—red, good keeper. 
.~™McIntosh Red—red, mid-season. 
Red Astrachan—red, early. 
Red Rome Beauty—red, mid-season. 
\ Wealthy—red, mid-season. 
2 YTS. a ccs nee ee era eee eee 175 1.50 
BPTS A ci suctia ee eriee hee ee ee 2.50 
A VES. sc 5 ahcaussay eae eA 4.00 
YTS ls Pome eeu ee arcane otenie eee 6.00 


FRUIT TREES ae 


\ l1to9 10and over 
DWARF APPLES Each Each 
Delicious 
McIntosh 


3.50 


\ CRAB APPLES 
iN Hyslop 
2 yrs., 5 to 7 ft. 1.95 1.50 


APRICOTS 
“a OU LEG EDS Sn et sia See ene 2.00 1.75 


PEARS 


‘ Bartlett—golden, yellow with red. 
> Beurre Bosc—russet. 
-- Clapp’s Favorite—lemon color, early. 
=Seckel—yellowish brown, late. 


I coi Sls dectkisencshatdesernien 2.50 9.25 
LO <r 4.00 


CHERRIES 


° Black Tartarian—sweet, black cherry. 
“ Montmorency—sour, red cherry. 
 Windsor—sweet, black cherry. 


SE Ss panen cua vecunescdesnnavenserndeiscaett 2.95 2.50 


PEACHES 


S Belle of Georgia—flesh white, Sept. 
Early Crawford—freestone, yellow and red, August. 
“> Elberta—yellow and pink, mid-season. 
< Golden Jubilee—yellow, mid-season. 
Hale Haven—yellow-fleshed, freestone. 
~\J. H. Hale—yellow, freestone. 


A ocak Siege Pas vote och ves canny 1.75 1.50 


PLUMS 
Abundance—large yellow. 
Burbank—large deep red. 

> Fellenburg—large dark purple. 
Stanley—sweet blue-black prune. 


TAM iB secs upp sven cansvvs wneg SE: 2.00 1.75 

Gi EE ae ner eT Re 4.00 

MAIL crac eae cgsay te nace nen ven oop 5.50 
QUINCES 


\ Champion 
EO ot, co scruoesdivereee ned tastes Set Biecisa sees. 2.00 1.75 
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l1to9 10and over 
SMALL FRUIT Each Each 
BLACKBERRIES 
Ne Eldorado 
LEE Mee a ccpee ecg ee Gee 10 for $3.00, 100 for $22.50 


BLUEBERRIES—cultivated hybrids 

. Cabot—early, very sweet. 

-~ Concord—mid-season, large berries. 

x Jersey—late, large berries. 

‘“~ Pioneer—mid-season, good producer. 

~~ Rancocus—mid-season, large bush. 

“ Rubel—producer of large quantities, mid-season. 

“ Wareham—mid-season. 
18 to.24 in. BSB, Extra Heavy 2, 2.25 2.00 


PAE Ce ers a) 04-4 © Wise Me ee We Sh Pgs k 3.00 pag ie 
§:to 4 ft B&Bs... oe eee ee 4.50 4.00 
\GRAPES 


\ Agawam—large deep red, sweet. 
“ Brighton—sweet red, mid-season. 
* Concord—blue-black, favorite mid-season. 
> Delaware—red, early. 
“\ Freedonia—blue-black, very early. 
~ Niagara—best white. 
“Warden—blue-black, earlier than Concord. 
ASA KROES ee Alo om $1.00 each, 10 for $7.50 


RASPBERRIES 
~~. Chief—everbearing red, fine. 
= Indian Summer—everbearing. 
~, Latham—large fruit. 
I eT, 7 ee ee he 10 for $3.00; 100 for $22.50 


STRAWBERRIES 
Runner plants for April and May planting. 
50 for 100 for 


\ Mastodon—everbearing 20... ccceeccccceceeseee 3.50 6.50 

Gem-—new rever beating aa et 3.50 6.50 

‘\ Streamliner—new everbearing ................ 4.00 7.50 

A Dorsett—everbearing a, ean 3.00 5.50 
ASPARAGUS 


Martha Washington .................... 50 for $3.50; 100 for $6.50 
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ROSE LIST 


All American Rose Selection Winners are designated by AARS. 


Non-patented 
Ami Quinard 
Christopher Stone 
Etoile de Hollande 
Night 
Poinsettia 
Red Radiance 


Patented 
Applause #829 
Bravo #083 
Crimson Glory #105 
Fandango #894 


Charlotte Armstrong 
gp 405 


Grande Duchess 
Charlotte #774 


Heart’s Desire #501 
Mirandy #632 

New Yorker #823 
Nocturne #713 
Rubaiyat #758 


Tallyho #828 


PINK 

Non-patented 
Betty Uprichard 
Dainty Bess 
Edith Nellie Perkins 
Editor McFarland 
Mrs. Charles Bell 
Picture 
Radiance 
The Doctor 


Patented 
Capistrano #922 
First Love #921 
Helen Traubel #1028 
Mission Bells #923 
San Gabriel #860 
Show Girl #646 


HYBRID TEAS 


Price 
Color Bare Root Potted 
OE Nae rs Cee $1.35 $1.85 
Medium, Red | o.ccesccsc..ce: 1.35 1.85 
Medium Red .................... 1.35 1.85 
WATE CRN foci. s tate 1.35 ie! 
Medium Red 1.35 1.85 


Light Red and Deep Pink 1.35 1.85 


Light Red and Deep Pink __.... 2.50 
Medium), Red -_.. .;:....<:iiot Pleated 
Dark Re dpa hh 0) dye eM 2.50 
Mle RR CC es ocsisciws: st 2.50 
Dark Red and Deep Pink _.... 2.50 
AARS 
Medium Red AARG.......... oe 2.25 
Dark Red AARG................ pap ds: 
Dark Red AARG................ 2.25 
I ore FURS Hid te ee ey ae 2.50 
Dark Red AARG................ st 20 
Light Red and Deep Pink __.... 2.50 
AARS 
Light Red and Deep Pink __.... 2.50 
AARS 


MeECIUITE PINK sinners 1.35 1.85 
MOVIE TY ee oat iad ce 1.35 1.85 
PINke DieCNC eee ee nce 1.35 oo 
Medium Pink |.....0........... et 1.85 
Vit ety 100) <. eo: neers 1.35 - on 
[TOUT] Aaa come 1.35 1.85 
DIGQHtEP In Kir ae toy ee bts, 1.85 
Medium Pink .................... bg 1.85 
Medium Pink AARS....... ce 2.75 
Pape PINK oo ee itaa ig st 1 
Salmon Pink AARS-1952.. tee 5.20 
Pink Blend AARG .............. a 2.75 
150 a aad nea Ye 8 oe rene anes yaya) 
Meditim« Pink .......::.00.008 2.20 
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Price 

BLENDS . Color Bare Root Potted 

Non-patented 
Condesa de Sastago Orange and Orange Blend 1.35 1.85 
Pres. Hoover Pink Bleid ae 1.35 1.85 
Talisman Pink: Blend 2 1.35 1.85 
Countess Vandal Salmon-pink 2... i) 

Patented 
Forty-niner #792 Red Blend AARS.............. za 2.50 
Good News #426 Pink’ Biend 34... te ys 
Katherine T. Marshall Medium Pink AARS. ...... p Bhs 

#607 
Mme. Henri Guillot Flame Pink to Raspberry 
#337 Nag bel This se) Meeeereeeetiar SUF - 2.25 

Taffeta #716 Pink¢BlendcaA RS <1 232. pa 
YELLOW 

Non-patented 
McGredy’s Yellow CightYetow......... a 35 1.85 
Mrs. E. P. Thom Medium Yellow ................ 1.35 1.85 
Golden Dawn Medium Yellow ................ 1.35 1.85 
Sister Therese Medium Yellow ................ 1.35 1.85 
Mrs. P. S. Dupont Deep Yclow 2 2 ee 1.35 1.85 
Duquesa de Penaranda Orange and Orange Blend 1.35 1.85 
Mrs. Sam McGredy Orange and Orange Blend 1.35 1.85 

Patented 
Eclipse #172 Medium :Yellow |........20@ sacl lee 
Peace #591 Yellow Blend AARG.......... sai 3.00 
Fred Howard #1006 Buff Yellow AARS-1952,.... = 3.25 
Sutter’s Gold #885 Yellow Blend AARS._... e 2:15 
WHITE 

Non-patented 
McGredy’s Ivory White or near White........ 1.35 1.85 
Snowbird White or near White........ ai 1.85 
K. A. Victoria White or near White........ Loa 1.85 
Mme. Jules Bouche White or near White........ 1.35 1.85 

FLORIBUNDAS 

RED 

Non- patented 
Floradora Medium jReds.. 2 ae Lg 1.85 
Red Ripples Dark Red 1B 1.85 
Rosenelfe Medium Pink (7... 40 1.35 1.85 

Patented : | 
Donald Prior #377 Medinm, Red... asa «tt eee 
Red Pinocchio #812 Dark Red 0.2. eee x yD 
Chatter #739 Dark Red cctld nic ee .. 2.00 


World’s Fair #362 Dark Red a 2.00 


ROSES 4] 


Price 
PINK Color Bare Root Potted 
Non-patented 
Cecile Brunner PIgh@Pink* «gc ane ee 1.85 
Else Poulsen Medium Pink .,.............:«.. 135 1.85 
Patented 
Betty Prior #340 Medium Pink ........2.......... ey 2.00 
Pinocchio #484 Prkepiends. a 2.00 
Pink Bountiful #601 Meditimey Pinks...) ciecc.cctss a. 2.00 
Fashion #789 Pink Blend AARG........... An 2.50 
Lavender Pinocchio Smoky Pink - lavender 
#947 changing to dainty Sil- 
Ver-lavendenl j..7...-44 si 2.50 
Vogue #926 Glowing Begonia - rose 
flushed with salmon... i” 210 
AARS-1952 
BLEND Patented. 
Masquerade #975 ReCmB ich gaat aio a 2.50 
YELLOW Patented 
Goldilocks #672 Medium Yellow ............. cy eee 2.00 
WHITE Patented 
Summer Snow #416 White or near White........ i 2.00 
Dagmar Spath—non- VMI CORE Reap son ndeai 1.35 
patented 
CLIMBERS 
RED 
Patented 
Climbing Crimson Glory Dark Red oo... a 2.50 
#736 
Aloha #948 Medium Red ........0........... Pe 3.00 
Non-patented 
Paul’s Scarlet Climbers Brilliant Red .................... 1.35 2.25 
Blaze—everblooming Brulan ts REG Gag ads LpUe 4 e200 
PINK 
Non-patented 
Dr. Van Fleet Dero Ce DET ee ute ee tee Fee. 2.25 
Mary Wallace Medium Pink (\ gcc .be: aly e ersr a) 
New Dawn—everbloom- Deg ee ED Racca eee 135 fr $8) 
ing 2 
American Beauty Light Red and Deep Pink __.... yds 
Patented 
Climbing Picture #524 Light Pink |... a eed 
Drainti. Nicolas 457. Medium Pink... sets. wing ean 


BLENDS Patented 


Climbing Mme. Henri ‘Red Blend ....................... wl 2.50 
Guillot #788 
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3.00 
2.50 
2.50 


re di 
2.00 


5.50 
5.50 
5.50 
5.50 


5.50 
5.50 
5.50 


Price 
YELLOW Color Bare Root Potted 
Patented 
Climbing Peace #932 Yellow Blend 2.).2.8 
Doubloons #152 Medium Yellow ................ 
High Noon #704 Deep Yellow AARG.......... 
Non-patented 
Primrose Soft Rich Primrose-yellow 1.35 
Glendale Light) Yellow (2... a 
Goldrush Golden Yellow (....4602. 
WHITE 
Non-patented 
Paul’s Lemon Pillar icf ih enable trees a 
Silver Moon WT Bere eee 1.35 
City of York WHLLE tiie 
TREE ROSES 
Patented . 
Charlotte Armstrong Dark Red and Deep Pink 
Crimson Glory Dark Red «2. 20.25... 
Peace Yellow Blend .......¥12 5. 
Showgirl #1 Medium! Pink |. 2 
Non-patented 
Talisman #1 Pink! Bien@ aa. Opn ee 
Picture #1 Lieht Pinks. 2 ee 
Snowbird #1 White or near White........ 
QUANTITY PRICES ON ROSES 
$1.35 Bare Root Roses .................. 3 for $3.75 12 for $13.80 
1.50 Bare Root Roses .................. 3for 4.25 12for 15.50 
L.85 Potted Roseste 2 $for 5.35 12for 2050 
2.00 Potted Roses (245. 3for 5.80 12 for 2250 
2) e) OLLEG JR.OSES =) pee erat eee $3for 6.50 12for 24.95 
200 POULEG ROSES hoon cas ee Sfor 7.25 12 fori2495 
24 bk OULU OSES ve eee ae 3for 7.95 12for 30.50 
3-00 POtted ROS6 a ett eae 3for 8.75 12for 33.50 
3.2 5°POLtEd OSes foro rte 3for 9.45 12for 36.50 


PERENNIALS AND ANNUALS 


Because our supply of perennials and annuals varies greatly 
from month to month we do not list them in this catalog. How- 
ever, we grow hundreds of the best varieties. Write for our sepa- 
rate perennial and annual list. 

We grow all of our annuals and vegetables in plant-bands. This 
assures you of a well-rooted, stocky plant. The cost is a little more, 
but anyone who has had plants in bands realizes their value. 


= Th 


GARDEN SUPPLIES 


GARDEN SUPPLIES 


GRASS SEED 
Wyman’s Sunshade 


Designed for New England soils and made of the finest 
grass seed available, for sun or shade. 


| A ee $1.45 
eh oe ventstase 6.95 
10 Ibs. 13.75 


Wyman’s Blue Ribbon 


For sun or partial shade. 


LS ee ee 5.95 
“ir Lo. i ee ane 27.50 
Scotts Lawn Seed 
67% Blue Grass. 
PR 56 ec ces 1.50 
a 7.35 
TE ea iaczaaciesseeent 55.50 
Scotts Special Purpose Blend 
| ey ae 1.25 
UG) a er 6.15 
Vo) LUC Ss nic rnin 29.50 


PLANT AND LAWN FOOD 
Bone Meal (Ground) 


5 Ibs. .60 


G & O Rose Food 


50 Ibs. 


100 Ibs. 


50 lbs. 
100 Ibs. 


50 lbs. 
100 Ibs. 


25 lbs. 
50 Ibs. 


The best fertilizer we know of for roses. 


Ground Limestone 


25 lbs. 


25 lbs. 


PY Dy laetty RS cee eee 


Hydrated Lime 


43 


3.00 


jes, 


bb 


ir WYMAN’S GARDEN CENTER 


Milorganite—Lawn Food 


ZO LDS Dap eucner tee 1.60 100 1b. bag. 2) ee 4.25 
2.65 | 


Scott’s Turf Builder 
The best lawn food that we have found. 


LMS MNO Cee 1.35 50 Ibs! 3.95 
DEAS. cts taasnecten 2.50 100 Ibs. a ae: 


Spurz-On—Dehydrated Poultry Manure 
Dehydrated Poultry Manure. 


POND. Dae oe es 2.65 
Superphosphate—0-20-0 
Olsen ee ass a 60 100 IDS... 6.25.0. 210 
LOS ot ane hogs eit se 1.00 
Vigoro 
TUB os Wace. |% 95 50 IDS... ccc 5.00 
25 lbs 1.80 100 Ibs... 4.75 


PEAT AND MULCHES 


Peat 
Genuine Imported German or Irish peat. 
Extra.Large Bales, eo ae 4,95 
‘Terra-Lite 
Small Bag go scscdp scceehcatectecvscvreew--dcestecsas fuerte eee ns ti 
CORE en err 85 


Large Bag ciency eee coches. lea tei sclaneesah cent eeane 1.85 
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LANDSCAPE DEPARTMENT 


We maintain a complete landscape department to 
help you with your landscape problems. Our men are 
trained experts, familiar with good landscape design 
and proper plant materials. 


The size of your property is of minor importance. 
Careful planning should be given the small home 
grounds as well as larger estates. 


We offer two types of service: 


For the average home we recommend that you 
bring a picture of your home and a sketch of 
your property, showing rough dimensions, to 


the Garden Center, where a trained landscape 


designer is always on duty. He can make a sug- 
gested plan from the pictures and sketch. Then 
he will take you through the shade house and 


in the display grounds, where you have the ad- 


vantage of seeing the different types of plants 
he has recommended. There is no charge for 
this service. 


Where more extensive planting is desired, we 
have men who will visit your property on ap- 
pointment and make recommendations. There 


is no charge for this visit or for the average 


planting plan unless it requires more than a 
normal amount of work. In this case, our repre- 
sentative will tell you at that time if there is a 
charge for this service. 


Our planting crews, under supervision of de- 


signer, can complete ane planting in minimum 


of time. 


There is no subsiiiute for good landscape design 
and the proper selection of plants. We believe we 
can furnish you with both. Ai not take advantage 
_ of our service. 
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